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Milcor Applied Residential Trim 


. .. Easy and economical to install after 
plastering..for the lasting beauty of STEEL 


P 

Zuichly Tustalled! 
The builder simply screws Milcor 
Applied Residential Trim directly to 
the rough bucks or to wood grounds. 
Matching accessories finish corners 
and ends (in most cases, it is unneces- 
sary to mitre or cut casings to exact 
length) — or you can butt, cope, or 
mitre at corners. To reduce painting 
time and costs, Milcor Applied Cas- 
ings and Trim come with a rust- 
inhibitive primer coat of paint. 


Permanent! 


Because they are made of 22-gauge 
steel, these casings and base trim pro- 
vide definite advantages over trim of 
less durable material: They cannot 


warp, split, crack, splinter, or rot. 
They cannot be damaged by mice, 
rats, or vermin. They cannot burn. 
They offer greater resistance to im- 
pact and shock. They last for the life 
of the building. 


Versatile! 


There are three styles of casing 
trim, two styles of base trim, a stop 
mould, and a window stool—-all avail- 
able. Accessory fittings include cast 
corner fittings, and closures, formed 
corner covers, and a mitre brace — all 
of the same contour and style as the 
trim sections. 

For further information, write on 
your business letterhead for Milcor 
Applied Residential Trim bulletin. 
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mmm All indications point to continuing design and construction 


i 


i 


activity ahead. Some architects and engineers are worried 
because many designed projects have been held up by high 
building costs, but over-all picture indicates unslackenin 
activity.  Backlog of proposed construction runs over 40 mil- 
lion dollars. 


Needed construction mounts to fabulous figures; USPHS survey 
indicates real need for hospital construction running into 
billions of dollars. U.S. Census Bureau study points to school 
needs also in the billions. 


Rumors of a "slump" in housing market are based entirely on fact 
that too many expensive houses and not enough in minimum cate- 
gories have been built--an obvious fact. High birth rate and 


unexpectedly high marriage rate are adding to demand. 


Commercial buildings and public buildings will probably show 
greatest, activity next year. Industrial planning has lagged, 
but there are signs that it will be active in 1949. 


Several interesting individual commissions are in the news. Two 
Sizeable N. Y. office building j jobs are about to be awarded. 
An industrial concern, ready to build a plant in Colorado, has 
not yet selected an architect.  Gruen Watch Co.'s new plant in 
Cincinnati will be designed by Woodie Garber (whose Schenley 
Building project, illustrated in P/A in October 1945, had a 
Strong influence on subsequent office building design). 


Du Pont announces availability of titanium metal for industrial 
and university research. 0f great strength and corrosion re- 
sistance and little weight, it has structural possibilities 
which should be developed as research grows. Du Pont will sup- 
ply free small samples for serious testing. 


A number of large cities and many smaller ones are in process of 


revising out-of-date building code provisions. Architects and 
engineers, often called on for such work, agree that important 


change should be from specification to performance type of code. 
Help in this direction is easily available from government agen- 
cies and from Building Officials Conference. It is an oppor- 
tunity not to be missed to make better--and cheaper--design 
possible. 


More architects are also being asked to serve on planning com- 
missions. Job that could be done, as small local commissions 


grow in number, is coordination of planning in an area. For 
practical reasons--for instance, airport planning--this is being 
found necessary as well as desirable in many spots. 


Armstrong Cork Company announces a sensible new policy--marking 


all types of linoleum with gage designation--heavy, standard, 
or light. This should clear away much common confusion. 


One accomplishment of new housing bill may be stimulation of 
modular construction. Bill calls for research toward "use of 
standardized dimensions."  Producers' Council, with cooperation 
of A.I.A. and assistance of HHFA, plans studies of modular 
coordination applied to multifamily rental housing. 

One housing project in central N. Y. State was recently bid with 
alternates for modular and nonmodular brick. Modular cost less. 
Architects who apply modular principles correctly report in- 
creased drafting costs on first job, with real savings on their 
books as staff becomes familiar with methods. 


"We wanted Uniform High Quality, 


Economy, Fast Erection, Fire Safety, 


so we specified 


STRAN-STEEL FRAMING" 


Roberts Construction Corporation 


Kent Village, Prince Georges 


County, Maryland 


When the builder plans to retain ownership of a $14,000,000 
housing project, he takes particular care to select only the 
finest materials for its construction. That's why the Roberts Con- 
struction Corporation, owners and contractors, and Berla and 
Abel, architects, specified Stran-Steel nailable framing through- 
out the first two of nine blocks of buildings in the Kent Village 
garden-type apartment project now being erected in Prince 
Georges County, Maryland, near Washington, D. C. 
Financially and structurally, the Stran-Steel framing system 
satisfied most advantageously the requirements of these build- 
ers. They wanted —and got from Stran-Steel framing: 
Economy of Framing Construction—Stran-Steel framing 
members correctly engineered to pre-determined quantities 
and sizes, are shipped to the job to fit exact requirements. 
This simplifies assembly and eliminates costly, time-consuming 
cutting on the job. It reduces delays in close-in time to a mini- 
mum. The quick completion possible with Stran-Steel nailable 
framing means early occupancy and consequent early returns 


on the owner's investment. 


Economical Dry-Wall Construction— The patented nail 
groove in Stran-Steel framing members permits plaster box 
to be nailed directly to the framing members, without « 
danger of subsequent wall movement from warping and shri 
ing. For when dry wall is applied to a precision-built st 
frame, its permanence and stability through the years 
assured. 

Fire-Safety —The use of incombustible Stran-Steel fram 
members for floors, walls and roof greatly increases the f 


safety of the completed structure. 


Stran-Steel Framing Supplies a Backbone of Steel for 
Apartments, Residences, Commercial and Industrial Buildings 


Stran-Steel nailable framing has a definite place in the mod 
building picture. Its superiority has been soundly establisl 
in a wide variety of structural applications over a period of 
years. And today an increasing number of builders and ar 
tects everywhere are adopting the Stran-Steel framing sys 


for quality buildings. 


dr 


EN. i 
tion of Kent Village project similar to first two blocks of buildings now 


construction. Entire village, when completed, will have 1,600 family units. 


r Stran-Steel framing offers advantages unequalled by 
other framing material. It's strong. It's fire-safe, rot-proof, 
te-proof. The permanently rigid Stran-Steel framework 
ds protection against plaster cracks, sagging doors, and 
damage caused by warping and shrinking. And the en- 
g quality of a building framed with Stran-Steel members 
əs lower maintenance costs and greater salability over 
ears. 
an-Steel framing is available today. It can help you to 
better. It can help you to build faster. Where quality is 
sideration, it can help you to build at less cost. So, why 
at our engineers show you how satisfactorily Stran-Steel 
ng can be applied to the job on your drafting board? 
rour local Stran-Steel dealer for full details, or write for 
ime and address. 


Construction Corporation, owner and contractor; Berla and Abel, architects. 


Any collateral material can be nailed directly to 
Stran-Steel framing members. The nail is auto- 
matically clinched as it is driven into the patented 
nailing groove. The holding power of this groove 
is much stronger than that of wood, yet nails can 
be easily removed with a claw hammer. 


GREAT LAKES STEEL CORPORATION 


Stran-Steel Division œ 
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It's light... It's right... It's safe 


THE NEW 


FOR BETTER LIGHTING e SAFER LIGHTING 
IN CLASSROOMS 


. | YOU CAN BE o0 A e E 
€, 
IF IT S 


Westinghouse Westin house 


PLANTS IN 25 CITIES... OFFICES EVERYWHERE 


PROGRESSIVE ARCHITECTURE 


Engineered for schools, the new CD-160 (and 
the companion CD-80, too) meet the needs of 
your school customers in four ways: 


1. Modern but unobtrusive in style...fully in 
keeping with classroom design 


2. Lightweight, simplified design for quicker 


installation and easier maintenance 


3. The CD-160 (four 40-watt fluorescent lamps) 
or CD-80 (two 40-watt fluorescent lamps) 
fit any classroom layout 


4. Flexibility of installation methods allows 
for AO e ge or close-to-ceiling mounting; 
individually or in continuous rows 


The CD-160 (and CD-80) are designed for 
the efficient, economical type of illumination 
demanded in schools and offices. The light- 
weight plastic (or louver) bottom panels dis- 


Typical classroom layouts 
for “Type CD" Luminaires. 


CHALK BOARD 


tribute a high level of glare-free light on all 
desks and chalkboards. The plastic side panels 
reflect light on ceiling areas without an irritat- 
ing brightness contrast so that the units blend 
smoothly with the ceiling. The result is an ade- 
quate, efficient, cheerful visual atmosphere. 


A Westinghouse Lighting Engineer will 
gladly work with you or your Power Company 
and Electrical Contractor on schoolroom 
lighting problems and layouts. Call your local 
Westinghouse Distributor today. 


Write for the new *CD" booklet, B-4075, 
“Type CD Series Fluorescent Luminaires". 
Westinghouse Electric Corporation, P. O. Box 
868, Pittsburgh 30, Pennsylvania. J-04200-A 


CHALK BOARD 


CHALK BOARD 
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CONVECTOR-RADIATORS 


nnouncing 


UnITRRIE- 


the NEW Air Conditioning 


Out of the Trane laboratories there comes a development that change: 


many long-standing notions of what can and what cannot be done 


with equipment for conditioning air in multi-room buildings. 


This development is a device which transforms an ordi- 


nary room type unit cooler into a true air conditioner. 


MOISTURE CONTROL 


An ordinary unit cooler is primarily a de- 
vice for reducing the temperature of air. As 
a part of this operation, it may also remove 
moisture from the air. But moisture re- 
moval is a part of the air cooling process. 
In an ordinary unit cooler it cannot be 
controlled separately. The Trane develop- 
ment provides the missing essential— 
independent control of temperature and 
moisture. 
It is now possible, with a single, 
compact room unit, to control both 
sensible and latent heat in recircu- 
lated and ventilation air. 


UNITRANE 


The new air conditioning system which 
'Trane engineers have designed around this 


UNIT HEATERS HEATING COILS 


dual purpose room unit has been nam« 


the UNITRANE System. 


The unit itself is known as UniTrane Type 
MC. The symbol MC means Moisture 
Control. 


NO DUCTS! 
UniTrane—the zew air conditioning—re 
quires no ducts. It is a true unit system 


Each unit introduces the amount of 
ventilation air for which it is set— 
processes it—blends it with proc- 
essed room air in the desired ratio— 
and circulates the conditioned air 
throughout the room. 


Each room is separately conditioned in ac 
cordance with its particular requirements 


Each has its own temperature control. 


HEATING SPECIALTIES COMPRESSO 


COOLING COILS 


INSTALLATION SIMPLIFIED 
UniTrane uses water as a heating and 
cooling medium. The same simple piping 
circuit that supplies warm water to the 
units for heating in winter also supplies 
chilled water to the units for cooling in 
summer. Changeover from warm water to 


cold water is automatic. 


ENGINEERING SIMPLIFIED 
'The UniTrane piping circuit is as simple as 
the piping of a straight hot water heating 
system for any given building. 
Selection and'installation of units is equally 
simple. 
Elimination of ducts eliminates the 


bulk of the design and application 

problems. 
UniTrane is quick, clean, easy to handle 
for old or new buildings. Careful product 
engineering conserves the consulting en- 
gineer's time for producing an installation 
that exactly meets requirements. 

BROAD APPLICATION 

UniTrane is for large multi-room buildings. 
It is exactly what is required for hotels, 
hospitals, office buildings and similar struc- 
tures. Each room, office or suite has its own 
individually controlled air conditioning the 
year around. 


UniTrane is for medium-sized multi-room 
buildings. Since this 1s a true unit system, 
the system may be used effectively in 
buildings of medium size as well as in large 
buildings. 

The UNIT OF DESIGN is the room. 


Whether there are 20, or 200, or 2000 
makes no basic difference. 


ICONDITIONERS REFRIGERATION EQUIPMENT 


UniTrane is for comparatively small multi- 
room buildings. Any building that contains 
enough rooms to warrant a central boiler 
and a central source of chilled water is 
large enough for this new air conditioning. 


DESIGN AND APPLICATION DATA 
Your Trane Sales Office now has advance 
data on this important Trane development. 
Information is being placed in the hands 
of architects, engineers and contractors as 
rapidly as possible. Regular printed data is 
now on press. 
If you agree with Trane engineers 
that this new system heralds a new 
era in multi-room air conditioning, 
you will want us to reserve copies of 


the new data for you. We'll gladly 
do so on request. 


THE TRANE COMPANY, LA CROSSE, WIS- 
CONSIN. lso: TRANE COMPANY OF CAN- 
TORONTO, ONTARIO. 


ADA, LTD., m 
M 
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THE MOISTURE CONTROLLER. 
Designed around a series of 
compact axial flow heat ex- 
changers, this entirely new 
and different device has made 
possible the development of a 
radically improved unit air 
conditioner for multi-room 
buildings. Patent applied for. 


UNITRANE TYPE MC ROOM 
UNIT. The unit cooler, in- 
corporating the new Trane 
Moisture Control element, be- 
comes a true room air condi- 
tioner. It handles both room air 
and ventilation air. It controls 
moisture as well as tempera- 
ture. It cleanses all air. 


HEATING AND AIR CONDITIONING 


BLOWER UNIT HEATERS 


Mitzi Solomon, sculptor, proposes "Family of Man Totem Pole" as a 
focal sculptural unit to be integrated with design of U.N. Headquarters 
buildings in New York. She visualizes the sculptural representation of 
Man's constructive effort as aluminum, 114 feet high. The form results 
from a desire to emphasize balance and gravity, and from a wish to 
produce an impressively great concept, the individual repetitive units of 
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SCULPTURE OF TODAY 


Dear Editor: In view of the general 
interest in the architectural sculpture of 
our period, I would like to draw your 
attention to the recent work of Mitzi 
Solomon, the “Family of Man" (a mon- 
ument to the United Nations). 


Miss Solomon's brilliant version of 
the contemporary totem pole is, in my 
opinion, one of the very best examples 
of what may be described as an archi- 
tectural sculpture of today. It has been 
often said that the spirit of architec- 
ture of any period is most conspicuous 
in the sculpture of that time, and that 
the clearly established interdependence 
of sculpture and architecture marks the 
maturity of the three-dimensional form. 
This maturity can be appreciated in the 
*Family of Man" with its expression of 
compositional tension, structural light- 
ness, penetration of space, and modular 
type of relations between its elements. 


Reflecting those principles of the modern 
architectural form, the sculpture sug- 
gests also its possible future trend. 
A similar problem of form solved by 
Braneussi in his “Column Without 
End" was as typical for the puritanism 
of architecture as the totem pole of 
Mitzi Solomon might be for its interest 
in ornament and diversity of expres- 
sion. 


The question for which Miss Solomon 
gave her personal and, it seems to me, 
a very successful answer is this: 


What kind of diversity can be achieved 
within the discipline of a module? 


This might be a very architectural 
question, and it seems to me that the 
importance of Miss Solomon's contribu- 
tion to the problems of the contem- 
porary form lies both in the nature of 
her study and in the maturity, richness, 
and diversity of the resulting composi- 
tion. 
MaTTHEW Nowicki, Acting Head 
Department of Architecture 
North Carolina State College 
Raleigh, N. C. 


PROTESTS SAMENESS 


Dear Editor: I have to be careful in 
this letter, as your June issue published 
one of my jobs. What interested me in 
this issue was that with all the young 
people now producing modern houses 


you were not able to find any one house 
which deserved the first prize. 


I have noted in almost all of the maga- 
zines during the last few years that 
there is a general tendency towards a 
sameness of work and not a steady 
development towards advancement in 
design, searching for new uses of mate- 
rials, and a general refinement of de- 
tailing. There seems to be no terrific 
urge for new facets in the field of archi- 
tectural design as there was preceding 
World War II; nor is there anything of 
the terrific search for truth started by 
Louis Sullivan, Frank Lloyd Wright, 
Neutra, Gropius, etc., of the period of 
the late 1800's to the second World War. 


I don't know the answer and I don't 
know the reason for this, but I do think 
that your magazine might go after this 
sameness, criticize it, and see what could 
be done. Once again to back-up what I 
am driving at, take the case of the 
Symposium at the Modern Museum 
where nothing was said except the same 
old chestnuts. It seemed a little bit like 
the Democratic convention; a lot of 
frosting trying to cover up a fallen cake. 


I fortunately happened to be one of 
the judges for a series of “theses” at 
Princeton University, and here for the 
first time in about four years, I was 
excited and stimulated as I saw pre- 
sented a whole new series of refinements, 
advancements, and vistas. William 
Lescaze and Max Abramovitz were with 
me on this judgment, and they can 
verify what I have just stated. I know 
that there are many architects, design- 
ers, and students who feel as I do, and 
they would welcome a healthy airing 
of this whole matter. Let’s start now. 
CALEB HORNBOSTEL 

New York, N. Y. 


FLYING FRAME 


Dear Editor: In “Aluminum as a Struc- 
tural Material,” Weidlinger has made 
the technical data quite comprehensive. 
In his reference to airframes, I believe 
a good and timely illustration would 
have been the Mars flying boat which 
just completed a 4800-mile nonstop hop. 
This ship is reportedly as large as a 
15-room house. One would not wish or 
expect a house to stand the rough usage 
the Mars must take. 
R. B. Gray, Director of Research 
Reynolds Metals Company 
Glen Cove, N. Y. 


which can be at reasonable scale (a person could just walk under the 
legs of the lowest figures). Elements in the design represent Man building, 
Man seeing, Man talking, Man hearing. The union of handsome sculpture 
with modern technology and an expression of the value of unity has 
appealed to critics who have seen it. The model will be in Miss Solomon's 
one-man show at Kleeman Galleries, New York, during November. 


128,000 sq. ft. of 1 9/16" Cemesto provides insulation, interior finish, and 
great strength with light weight — applied as structural roof deck to the 


curved roof of Brunswig Drug Company's new plant, Los Angeles, California. 
Architects: 
Albert C. Martin 
& Associates 


e e Today, in dozens of big construction jobs across the country, 

Detter By il d l ng alert architects are demonstrating their skill in coping with 
rising construction costs, by specifying a material that gives 

their clients better building. ..in less time. ..at lower cost— 


...in Less Jime CEMESTO 7- Mulijle Function Material 


REG. U, S. PAT. OFF. 


WHAT IT IS... Cemesto is a rigid, insulating, fire- and moisture- 
resistant building board...composed of a Celotex cane fibre 


at Lower Cost core surfaced on both sides with asbestos cement, bonded 


with a moistureproof bituminous adhesive. 


WHAT IT DOES... Cemesto gives you a superior material for 
sidewalls, roof decks, and interior partitions. 

It combines high thermal insulation with great structural 
strength in an integrated wall unit that furnishes 


both interior and exterior finish and requires no painting. 


YOU ARE INVITED to write us for details on Cemesto 
applications in which you are interested. In the meantime, 


you'll find complete specifications on Cemesto in Sweet's file. 


THE CELOTEX CORPORATION, CHICAGO 3, ILLINOIS 
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LESSONS OF A GIGANTIC HOSPITAL PROGRAM 


Brief History and General Comment 


In 1946 Congress authorized the con- 
struction of new veterans hospitals 
throughout the nation, with aggregate 
capacity of nearly 40,000 beds. When 
completed these hospitals will augment 
the existing accommodations to a total 
of 140,000 beds. The majority of the 
new beds will be in entirely new institu- 
tions, approximately 70 of which are 
now projected. 


There is no precedent for a hospital 
program of such prodigious scope and 
cost. Even under so-called normal con- 
ditions in the building industry such an 
undertaking would tax to the limit the 
organizational and professional skill of 
the country; but launching this program 
with the objective of immediate execu- 
tion in the present chaotic and infla- 
tionary postwar period made the under- 
taking so much more difficult to carry 
out. Yet, the program was advanced 
well into the construction stage in a 
relatively short time from the date of 
congressional approval. It was decided 
that a program of such unparalleled 
and gigantic proportions needed a well- 
knit national organization, skilled in en- 
gineering techniques, to grapple with 
the methods and means of its execution. 
Such a medium was found in the Corps 
of Engineers of the War Department 
with the experience of the titanic war 
effort just behind it. 


A most comprehensive program for 
planning, listing required spaces and 
areas, supplemented by a very detailed 
list of equipment and service connec- 
tions, and further illustrated by numer- 
ous guides in graphic form, was pre- 
pared and jelled into a set of “design 
criteria." When these were made avail- 
able, the program was ready to enter 
the design stage. The machinery was 
set in motion. Contracts for the design 
of the buildings were awarded to pri- 
vate architectural firms in all parts of 
the country. The formidable design cri- 
teria were made available to them and 
the hospitals were beginning to take 
shape on paper, for the time being. 


A failing of the first edition of the 
design criteria was the absence of a 
target setting forth a maximum total 
square footage and cubage. The need 
for such limits became urgent only after 
some of the projects were well in the 
design stage. 


The criteria, though extremely helpful, 
were in many instances too rigidly and 
mechanically interpreted and enforced. 
This applies especially to equipped 
rooms, the sizes of which were specified 
in square feet. It is felt that in these, 
stress should have been laid on adequacy 
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for the most functional arrangement of 
the equipment rather than on blind 
adherence to a mandatory square foot- 
age which ignored shape and perimeter 
of the space involved. Gradually, the 
progress bogged down and a halt was 
called. It was resumed only after a 
drastic downward revision of require- 
ments and the establishment of gross 
area targets. It was then that the War 
Department approached me with the 
offer to assume the task of becoming its 
Hospital Consultant on the entire pro- 
gram. Having delved into it in detail 
before, and being keenly aware of the 
need for a flexible rather than rigid in- 
terpretation of the design criteria, I 
accepted the assignment with enthusi- 
asm. My confidence in the cooperation 
in this respect by the staff of the Hos- 
pital Design Branch of the Corps of 
Engineers proved to have been fully 
justified. 


The Program 


The program comprised three major 
groupings: the general (medical-surgi- 
cal), the neuro-psychiatric, and the 
tuberculosis hospitals. Each group was 
to be planned on the basis of separate 
criteria. The concept of the program, 
because of its immensity and repetition 
of units, could have led to the tempta- 
tion to adopt “typical” buildings, with 
variations at grade to suit individual 
site conditions. It is gratifying that 
such a policy was not adopted. As a 
result there is now a variety of solu- 


JOSEPH BLUMENKRANZ 


Hospital Consultant to War 
Department on Veterans Hos- 
pital Program. Senior Hospi- 
tal Architect, Hospital Con- 
sultant to City of New York 
on postwar hospital program; 
subsequently engaged in sim- 
ilar capacity on Puerto Rico's 
hospital program. Consultant 
to several architectural firms 
on design of veterans hospitals. 
Currently associated with Katz, 
Waisman, Stein & Weber, ar- 
chitects, New York. 
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tions which will have the opportunity to 
prove their respective worth in actual 
operation. Aside from this latitude, 
however, the basic organizational setup 
of each type of hospital was pretty well 
frozen in diagrammatic form, defining 
the number of stories and dictating 
which shall have vertical and which a 
horizontal stacking of facilities. To 
those who will have the opportunity to 
study later on the final solutions it will 
be clear that these vary from excellent 
to poor, from ingenuity to mediocrity. 
Each solution is, in the larger sense, the 
product of the effort of the respective 
architects, as the variety of the designs 
obviously suggests. While it is true 
that in some instances, unfortunately, 
radical departures from precedent were 
frowned upon by the sponsoring agency, 
there was never so much hamstringing 
as to veto new ideas and novel group- 
ings. The few uniquely simple and ex- 
cellent designs suggest that, if the rest 
had been equally as good, they too 
would have been approved on merit. 


With some exceptions, the functional 
approach was adhered to by everyone. 
Some inexcusable slavery to symmetry 
can be found, but the grossest offenders 
to functional solutions were not neces- 
sarily the admirers of the axis. The 
authors of the free and sprawling 
schemes are occasionally as guilty of 
sacrifice of logical arrangement of ele- 
ments, of simplicity, and of integrated 
thinking, as the disciples of Beaux Arts. 
In such instances, the product appears 
to me not as good architecture, but 
rather as a haphazard conglomeration 
of poorly related forms. In too many of 
the plans there is evidence of lack of 
effort to achieve a fine building as well 
as a functional one; of emphasis on 
proper arrangement of elements, but of 
lack of feeling for simplicity of form, 
for fine proportions, for harmony and 
rhythm, and for those pleasing con- 
trasts which result in esthetic satisfac- 
tion, as opposed to dullness or restless- 
ness. 


At this point it is fair to mention that 
most architects reacted well to critical 
reviews, and some of them went so far 
as to abandon an entire scheme to start 
afresh when so advised by me. 


Most of the difficulties were encountered 
when architects failed to take into ac- 
count that the width of a wing contain- 
ing nursing units is too narrow to 
accommodate properly the surgery, 
X-ray, laboratories, and other highly 
eauipped departments as well. Thus, 
when they tried, and many of them did 
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try, to squeeze the latter services with- 
in the confining limits of the former, 
they ran into all sorts of makeshifts 


ing the schematic stage of planning. It 
was common to encounter X-ray depart- 
ments, laboratory suites, or out-patient 


and compromises. clinies needlessly strung out or dis- 
persed, and straddling arterial corridors. 
It took patience and perseverance to 
impress the need for, and to arrive at, a 
grouping of each distinet functional 
service in a cul-de-sac which would be 
devoid of cross traffic. 


The program, as embodied in the cri- 
teria, was very lucid in listing the de- 
partmentalization of the components 
of the hospital. Nevertheless, it was in 
this respect that many of the architects 
displayed their greatest weakness dur- 
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How many quick-acting valves do you specify, sell, or install? 
Do you know that every one—whether in a lavatory, dish- 
washer, home laundry, or any equipment that shuts off quickly 
—is a source of water hammer shock waves that can damage 
pipes and appliances? 
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Insufficient attention was likewise paid 
by the planners to functional sequence 
of rooms within each service division. 
Consequently many preliminary plans 
needed not only a radical regrouping 
of the larger component elements, but 
also a reshuffling of spaces within them. 


Another weakness lay in underestimat- 
ing the importance, or in the total 
failure to follow through the lanes, of 
traffic-flow of the various services. Seg- 
regation or paralleling of traffic of out- 
patients, in-patients, food service, house- 
keeping, and of all the other categories, 
was often ignored. It was, for example, 
not uncommon to find the operating 
suite located on the same floor and ad- 
jacent to out-patient facilities, so that 
the traffic of both would have to collide 
and intermix; or an arrangement 
whereby visitors had to cut through an 
out-patient department; and other sim- 
ilarly confusing and interfering circula- 
tion. 


There were those who insisted on their 
prerogative to submit and adhere to sol- 
utions which conflicted with the above- 
expressed sentiments. From my point 
of view, the results of this attitude were 
unfortunate and unsatisfactory. In my 
opinion, the best of the hospitals are 
simple in form such as a “T” or “H”, 
while the ones with multitudinous off- 
sets and haphazard wings, ranging up 
to radial quadruple *Y"s, appear to be 
the result of an opportunity missed and 
a challenge unmet. 


The Medical -Surgical Hospital 


This unit seems inadequately defined 
because the acute hospital includes a 
neuro-psychiatric service and each of 
the predominantly neuro-psychiatric in- 
stitutions includes a complete acute 
pavilion; both types are supplemented 
with ample isolation facilities for treat- 
ment of contagion. Hence, in line with 
contemporary thinking, medicine and 
psychiatry are to be brought closer to- 
gether in the newly constructed hospi- 
tals. 


As previously mentioned, the stated pol- 
icy was not to standardize on any par- 
ticular “type” of building; however. 
an effort was made to standardize the 
components of particular services con- 
tained within the envelope of the struc- 
ture, such as nursing units, out-patient 
clinies, the food service, ete. Stress was 
also laid on the fact that veterans hos- 
pital operations and functions, both pro- 
fessional and administrative, differ 
greatly from civilian hospitals. For rea- 
sons of economy of cost and efficiency 
of operation multistory buildings were 
made mandatory. As the average length 
of veterans hospitalization is known to 
be greater than in acute civilian hospi- 
tals, certain facilities for a large per- 
centage of ambulatories (about two- 
thirds) were required. The functional 
setup of the Veterans Administration 
also required the inclusion of numerous 
special administrative offices which are 
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absent in civilian hospitals. On the other 
hand, obstetric and pediatric depart- 
ments are excluded. 


Some of the mandatory features of the 
typical nursing units are open to ques- 
tion. The minimum area for single 
rooms was stated to be 120 square feet. 
This is slightly more than the recom- 
mended 115 square feet in T.B. hospitals 
(by the National T.B. Association). This 


requirement was also inconsistent with 
the minimum of 80 square feet pre- 
scribed for the seclusion rooms in the 
neuro-psychiatric wards. 


The area fixed for the examination and 
treatment room was 125 square feet. 
This seems hardly enough for the in- 
tended purpose, unless its use is to be 
very different from that in civilian hos- 
pitals where about twice this area is 
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74 TTRACTIVE and appropriate 


architectural design in commercial and 
industrial structures is one of the greatest 
contributions by our architects of today. 
An outstanding example is the I. Magnin 
and Company Store of Beverly Hills. 


How naturally and gracefully such taste 


may lead to group action in building 
appropriate and lasting memorials is dem- 
onstrated by the International Business 
Machines War Memorial at Endicott, 
New York. The idea was conceived and 
the whole project financed and executed 
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considered conservative. 


Such an examination and treatment 
room is included in each nursing unit; 
besides, the criteria call for another 
such room on each patient floor, in 
addition to those within the ward areas. 
Hence, on each floor with two nursing 
units there are three examination and 
treatment rooms. It would appear that 
one such room, of adequate size, per 
floor would be preferable to three small 
ones. 


The administrative offices of each nurs- 
ing unit include a separate office for 
the Clinical Clerk. In the light of the 
drive for economy in first cost it would 
have been possible to effect a saving by 
omitting this office while providing more 
area within the nurses’ station for the 
work of the Clinical Clerk. 


Independent spaces are called for the 
parking of wheelchairs and stretchers, 
and for the unit supply. These two 
spaces could be combined into one with- 
out hardship, but with resultant econ- 
omy. 


It is doubtful whether the mandatory 
requirement of linen chutes in all nurs- 
ing units is well taken. It is known 
that some well-run institutions, though 
equipped with chutes, do not use them. 


There are now, in accordance with cri- 
teria, on floors containing nursing units, 
spacious visitors' waiting rooms. There 
are also ample waiting lobbies on the 
entrance floors of each patient building. 
This is a needless duplication. It would 
seem that the solaria, or day rooms, in 
the standard nursing units (other than 
in the neuro-psychiatrie service) could 
be placed at the entrance to such units, 
and that during visiting hours they 
could serve as visitors’ rooms. 


A goodly number of wheelchair cases 
is anticipated among veterans. Special 
provisions are made for these in water 
closet compartments, telephone booths, 
dining rooms, and recreational area. 
But, apparently, not enough attention 
was paid to two routine functions of 
these patients, namely, shaving and 
bathing. Showers could be so designed 
as to permit a wheelchair to be wheeled 
into the compartment without com- 
pelling the patient to get off it; special 
lavatories, which are available, and low- 
mounted mirrors could likewise ease the 
use of such facilities by paraplegics. 
Aside from the beneficial psychological 
effect upon such patients, an additional 
personnel saving could be derived. 


It is needless to stress that janitor's 
closets should be designed for the maxi- 
mum in sanitation. Yet, on the basis of 
the present criteria these will not differ 
from the disreputable “slop sink" clos- 
ets. It is submitted that the service sink 
can be entirely dispensed with and the 
bulky and dirt-collecting trap can like- 
wise be banned. The current use of 
the mop truck demands a deviation 
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of a multiplicity of air currents traveling in 
layers or blankets at a variety of angles to each 
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is drawn into the device where the room air 
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primary supply air is discharged. 
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from the past concept of a slop sink 
closet. Rather, a sanitary “garage” for 
the mop truck, where water can be 
secured and equipment cleaned, should 
replace it. ‘ 


Influence of Nursing Unit 
on Shape of Building 


Progress Report 


(Continued from page 16) 


not exist, because only a maximum of 
two N. P. nursing units were mandatory 
on any floor of the N. P. service. The 
area taken up by the three units of the 
former proved to be of adequate area 
for two of the latter. 


Recent concepts of neuro-psychiatric 
care demanded an about-face from the 
former architectural approach relative 
to this phase of hospital planning. The 


of a patients' pavilion. In these hospitals 
the shape was pretty much frozen by 
the mandatory correlation of the com- 
ponent parts of the standard unit. Thus, 
all single rooms had to be in one group 
placed in a dead-end corridor with the 
16-bed ward in another cul-de-sac. This 
arrangement was dictated by the evi- 


stress was away from the “snake pit," 
the grilled windows, the padded cells. 
Security and control remained as im- 
portant objectives but they had to be 
achieved inconspicuously and unobtru- 
sively. The mental patient, usually am- 
bulant, needs different accommodations 
than a bedridden one; sleep and day- 
time activity demand separation. The 
layout of the dormitories was relatively 
easy, but arrangement of other spaces 
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IN PRINCIPAL CITIES 


patients' beds. The result was a nursing 
unit with multiple wings, rather than 
one with a rectilinear shape which is 
less costly than the former. Of course, 
the nursing personnel should not be 
victimized by the desire to keep the 
building simple in form. But surely 
there is an alternate method of con- 
serving effort than by the mere reduc- 
tion of physical distance from nurse 
to bed. A great economy of it can be 
achieved via the employment of an 
audible rather than a visual call system. 


The other important factor shaping the 


hacnitel urine ie the dienosition of the 


so as to permit free circulation and 
interflow, without a conscious sensing 
by the patient of being herded or con- 
trolled, proved to be a tedious under- 
taking which was seldom crowned with 
complete success. 


Criteria requirements for the rest of 
the medical-surgical hospital presented 
no unusual problems. It appears, how- 
ever, that considerable economies could 
have been effected through the adoption 
of various suggestions put forward from 
time to time as incoming bids indicated 
a threat to the program as a whole. 


(Concluded in December) 


NOTICES 


EXPOSITION 


The NINTH INTERNATIONAL HEATING 
AND VENTILATING EXPOSITION will be 
held at the International Amphitheater, 
Chicago, Ill., from January 24 to Janu- 
ary 28, 1949. 'The exposition is spon- 
sored by the American Society of 
Heating and Ventilating Engineers in 
conjunction with its 55th annual meet- 
ing. 


COMPETITIONS 


TWO ARCHITECTURAL DESIGN COMPETI- 
TIONS FOR LOW-COST SALE AND RENTAL 
HOUSING, open only to students at ar- 
chitectural schools and to draftsmen in 
New York State, have been announced 
by State Housing Commissioner Her- 
man T. Stichman. The competitions, 
supplementing two similar statewide 
competitions, for architects (see page 
122, September 1948 P/A), call for the 
design of a single-family house for the 
average wage earner to sell for about 
$7,500, and for the design of an 80- 
family project to house families earn- 
ing $46 to $58 weekly. 


First prize in each of the student and 
draftsman competitions will be $200; 
second prize, $100; and ten honorable 
mentions. Submissions should be sent 
to the competition’s professional ad- 
visor, William Lescaze, State Division 
of Housing, 270 Broadway, New York, 
N. Y., by November 15, 1948. 


CONTEST 


The Roddis Lumber and Veneer Com- 
pany has announced a contest to find a 
name for its new lightweight hollow 
core door, with prizes totaling $2,000. 
For complete details of the contest, 
entries for which must be mailed by 
November 20, see the Roddis Lumber 
and Veneer Company’s advertisement 
in this issue of P/A. 
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walls of Skermopane insulating glass 


Count on a stove manufacturer to 
recognize the value of heat control. 

For the window walls in their 
new headquarters, the American 
Stove Company chose Thermopane* 
for trouble-free glass insulation, 
year-round comfort, lower heating 
costs, more efficient air condition- 
ing. Where building needs call for 
transparency for daylighting or 
display and effective insulation, 


ONLY LIBBEY - OWENS - FORD MAKES Shermopane 


20 PROGRESSIVE ARCHITECTURE 


LIBBEY. OWENS ° FORD 
a Guit Name jv GLASS 


Thermopane is the logical answer. 
That's why Thermopane appears 
increasingly in specifications for 
commercial buildings, factories, 
schools, hospitals and homes. Here's 
double glass, with dehydrated air 
sealed between the panes by Libbey: 
Owens:Ford's Bondermetic (metal- 
to-glass) Seal*. Use it in large win- 
dows or small, in metal or wood 
sash, in fixed or opening types. 


Striking in appearance 

. and practical, too. 
Thermopane permits 
large areas of glass 
without worry about 
excessive heat transfer. 
View below shows 
lobby through large 
units of Thermopane. 
Architect: J. Haris 
Armstrong, Kirkwood, 
Missouri. 


L-O-F Glass Distributors have 
Thermopane readily available in 


more than 70 standard sizes . . . and 
can assure prompt delivery of 
special-size units. For more in- 
formation, including standard sizes 
and facts on insulation, write for 
our Thermopane book and Data 
Sheetsby Don Graf. Libbey :Owens: 
Ford Glass Company, 36118 Nich- 
olas Building, Toledo 3, Ohio. 
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4 Outstanding Features... 


Solid copper electrical system from 
panel box to last outlet . . . Not a screw 
or a soldered connection in it! 


Life-time, fool-proof receptacles ... 
Plug prongs receive full length contact 
and wipe. 


Easy to cut on the job . . . Short lengths 
are cutto fit ina manner similar to conduit. 


Tamper-proof . . . Capping is perma- 
nently locked on. There's no reason to 
ever open up Plug-In Strip. 


Listed by Underwriters' Laboratories. 


MAIL the coupon today for complete 
information on this revolutionary pro- 
fessional wiring assembly. 
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As selected by Emery Roth & Sons: 
trim, graceful Lockwood Polyflex 
Design in forged brass; 5100 Series 
Standardized Heavy Duty Cylinder 
Lock with Equipoise Knob Action. 


How many locksets 
make a 


building? 


All of them if they're the right kind of locksets. Ordinary hardware can 

play hob with an architect's fondest dream. Good hardware, Lockwood 

in particular, helps make a building what it was intended to be! 
Which is one of the reasons why Emery Roth & Sons, designers of 


this new office building on New York's upper Park Avenue, selected 


Lockwood Finishing Hardware for all interior doors. The rest of 
,the reasons boil down to this: Lockwood always means more of 


the best in Finishing Hardware. 


It's easier for you to specify the right hardware from Lock- 
wood's catalog, “Simplified Specifications.” You'll find this 
listed in Sweet’s for 1948; or write for a free copy of your 


own. L 88-A 
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because they're made to 
the highest standard of quality! 


E American-Standard Heating Equipment and Plumbing Fixtures are as 
fine as money can buy ... for no manufacturer more scrupulously observes 
a higher standard of quality. 

From the research laboratories, throughout every step of production, and 
on to the last inspector's exacting final check, we leave nothing undone to 
see that you get products that in quality of engineering, materials, work- 
manship, and performance are second to none! 

American-Standard craftsmen have always proudly adhered to this high 
code. They always will. We like to believe that's why more American homes 
have heating and plumbing by American-Standard than by any other single 
company. For detailed information about the complete line, contact your 
Heating and Plumbing Contractor. American Radiator & Standard Sanitary 
Corporation, P. O. Box 1226, Pittsburgh 30, Pennsylvania. 


American - Standard 


Planned for maximum conven- 
ience, this combination utility 
room and kitchen is ideal for 
basementless homes. Comfortable 
warmth is provided by the gas 
fired Wyandotte Winter Air Con- 
ditioner. The gleaming white, 
double compartment laundry tray 
is the smooth, easily cleaned 
Alden. And the Budget Gas Fired 
Water Heater stands ready to 
supply an abundance of hot water 
for every household need. In the 
kitchen, a dream of a sink—the 
Royal Hostess — puts additional 
luxury and convenience within 
reach of the homemaker. 
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AMERICAN-STANDARD * AMERICAN BLOWER * CHURCH SEATS * DETROIT LUBRICATOR * KEWANEE BOILER * ROSS HEATER * TONAWANDA IRON 


NOVEMBER, 1948 23 


High-Quality Metal Doors 
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The fine workmanship in Fenestra Fire- 
shield Swing Doors is evidenced in their 
trim appearance. 


MANY USES—attractiveness and durability 
make these doors suitable for many uses— 
for entrances, exits, stairwells, communi- 
cating doors, etc.—for apartments, stores 
and other commercial buildings, factories, 
to mention a few. 


AVAILABLE NOW — standardization of 
types and sizes enables your building 
supply dealer to carry ample stocks to 
fill almost any building need. 


LOW COST—in two ways. (1) Lower first 
cost because standardization results in 
manufacturing economies. You get a 
sturdy metal door for far less than many 
doors now on the market. (2) Installation 
costs are reduced because swing doors 
come to the job complete with frames and 
hardware. No mortising, no drilling, no 
tapping, no prime painting. You're sure 
of a good fit. 


UNDERWRITERS’ LABEL. Doors of same 
design are available with Underwriters’ 
B Label. 

For full information on these doors, as 
well as on counterweighted doors, call the 
nearest Fenestra office, or write to Detroit 
Steel Products Co., Dept. PA-11, 2253 
East Grand Blvd., Detroit 11, Michigan. 


Fe FIRESHIELD SWING AND SLIDE 
22657777 METAL DOORS 
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Sure, selling a top-quality wiring job is a 
tough deal when clients can't tell an am- 
pere from an ohm. But here's a brand-new 
focal point for your “better wiring" speci- 
fications — silence and smooth action — fea- 
tures that can be demonstrated! 

With its new 10-ampere, 125 volts, T-rating, 
this new mercury switch opens up new 
fields for silent switch applications, matches 
quiet operation to today's heavy loads. It's 
a long-life, specification-grade switch, made 


GENERAL @ ELECTRIC 


NOVEMBER, 


well to do its job well — another G-E first — 
to help make good wiring better. 

And, when you're specifying high-quality 
wiring, remember the power of the General 
Electric name. It identifies a complete line 
of wiring devices which your clients know 
they can trust. Ask your General Electric 
merchandise distributor about the new mer- 
cury switch and the rest of this complete 
line. Section D2-1169, General Electric Com- 
pany, Bridgeport 2, Connecticut. 
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— MODERN STEEL PROTECTION 
FOR MODERN WIRING INSTALLATIONS... 


@ Just as modern buildings need modern 
wiring, so too does modern wiring need 
the protection of up-to-date Republic 
ELECTRUNITE E.M.T.—the original 
lightweight rigid steel raceway. 


Unlike other types of conduit, threadless 
ELECTRUNITE E.M.T. never requires 
thread-cutting or turning into fittings. 
Hence, its tightly adherent zinc coating is 
unbroken at coupling or box connector 
. . . provides continuous, uninterrupted 
corrosion-protection throughout the 
entire raceway installation. 


ELECTRUNITE E.M.T. is approved by 
the National Electrical Code and most 
local codes for installation in open, con- 
cealed and concrete slab construction. 
Inspection by Underwriters’ Laboratories 
provides complete assurance that ELEC- 
TRUNITE E.M.T. meets all requirements 
for electrical and mechanical protection. 


ELECTRUNITE E.M.T. is ideally For complete details about the many reasons why contractors and 
suited for installation in concrete workmen alike prefer to use ELECTRUNITE E.M.T., write today to: 
because it requires less space than 
ordinary threaded-type conduit. It is 


fully approved by the National Elec- REPUBLIC STEEL CORPORATION 


trical Code for this and many other STEEL AND TUBES DIVISION * CLEVELAND 8, OHIO 
types of installation. Export Department: Chrysler Building, New York 17, New York 


SEE SWEET'S FILE 


or write us for detailed information on 
these Republic Steel Building Products: 


.. ( LREPUBLIC 
Pipe—Sheets—Roofing ABA A Ei 
Enduro Stainless Steel 3 : $ s 4 DE Sa STEEL 
Toncan Enameling Iron i 
Electrunite E. M. T. 


Fretz-Moon Rigid Steel Conduit 


Taylor Roofing Ternes rz i : d E à ee ct 
Berger Lockers, Bins, Shelving 3 
Berger Cabinets for Kitchens 5 t : ` ; 5 Bec " d ua 
AiG U PaT ort = I 


RIG US PAT OH 


Truscon Steel Windows, Doors, Joists 


and other Building Products 


LIGHTWEIGHT THREADLESS RIGID STEEL RACEWAY 
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ffe UE Employed 


provides the right temperature for each occupational activity 


Welding 
Room 60° 


Machine Shop 65° 


Office 72° 


Simple, dependable 
equipment 

The equipment of a 
B & G Hydro-Flo 
Heating System can 
be installed on any 
hot water heating 
boiler or used witha 
steam convertor. 
Basic units consist of 
a B & G Circulating 
Pump, Flo-Control 
Valve, Water Heater, 
Monoflo Fittings. 


It is generally recognized that the comfort 
conditions under which employees work 
have a direct bearing on efficiency. That’s 
why a rapidly growing number of indus- 
trial plants are installing or converting to 
B & G Hydro-Flo Heating. 

This system takes full advantage of the 
basic superiority of mechanically circulated 
hot water as a heating medium. It estab- 
lishes ideal comfort conditions because it 
can be zoned to deliver automatically the 
exact amount of heat desired in each de- 
partment. It automatically changes the rate 
of heating to meet changes in the weather ius hot water Por 
... saves fuel by eliminating over-heating. washroom or process use 

The advantages of Hydro-Flo Heating are ae Water Beater pais of a Hydro-Flo 
not limited to new installations—existing e eae 

: ply of hot water, all year 'round. It is 
hot water or steam heating plants can be connected to the same boiler that heats 
easily converted. The simplicity of B & G the building, saving the cost of a sepa- 
Hydro-Flo equipment is assurance of de- rately-fired heater. Hot water is produced 

. : at amazingly low cost. 
pendable operation and low maintenance. 


The preferred system for homes 
Hundreds of thousands of B & G Hydro-Flo 
Systems are in successful operation today BE LL & G OSSETT 
..in homes...in apartments... and in [&] 
low-cost housing developments where econ- 


omy of operation is essential to owners 
with modest incomes. *Reg. U. S. Pat. Off. 


Dept. AT-31, Morton Grove, Ill. 
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NEW EVAPORATIVE CONDENSER 
SAVES MANY COSTS 


Where water for use in refrigerat- 
ing condensers is expensive, high 
in temperature or difficult to se- 
cure and dispose of, the Worthing- 
ton ECZ Evaporative Condenser 
saves water, equipment, space and 
money. 


Water consumption is reduced 
90% or more—only enough new 
water is added to make up for 
evaporation and keep the circu- 
lated water sweet and clean. No 
long line losses; and pumping 
costs are reduced proportionately. 

Equipment such as cooling tow- 
ers, water service and disposal 
facilities is not needed, saving in- 
vestment cost, maintenance cost 
and space. 

Prime surface coils are stag- 
gered to permit air deflection and 
wetting of the entire surface. 
Smooth surface makes washing 
easy and helps prevent scale accu- 
mulation. 

Installation of this compact unit 
can be made inside or outside, in 
basement or on roof. Two types— 
Freon and Ammonia. Other fea- 
tures: Worthington Monobloc 


WORTHINGTON 
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Worthington ECZ Evaporative Con- 
denser. Unit contains condenser coils, 
water spray nozzles, integral refrig- 
erant piping, pump, eliminator, fan, 
drive, etc. 


Pump, anti-corrosion fans (at 
slight extra cost), receivers avail- 
able for Freon unit. 


Write us for new Bulletin 
C-1100-B28, giving complete in- 
formation. Worthington Pump 
and Machinery Corporation, Har- 
rison, N. J. Specialists in air condi- 
tioning and refrigeration for more 
than 50 years. 


AB-33 


Air 
Conditioning 


and 


Refrigeration 


Higbee Is Ahead On 
Air Conditioning, Too 


One of the country’s greatest department stores, 
considered throughout the retail business as a 
pace-setter, is Higbee’s in Cleveland. 

17 years ago, a Worthington 1,000-ton 
carbon dioxide refrigeration plant was in- 
stalled to provide air conditioning. When it 
recently became necessary to enlarge the in- 
stallation, the success of the original equipment 
suggested having Worthington provide the 
new machinery. 

The new installation provides for 2,000 tons 
of Worthington centrifugal refrigeration. 

J. Gordon Turnbull, Inc., Consulting Engineers. 


North American Mfg. Co. plant, Cleveland, Ohio. 


Another Modern Plant Selects 
Modern Air Conditioning 


When North American Manufacturing Com- 
pany—manufacturer of oil and gas-fired fur- 
naces—built its new plant in Cuyahoga Heights, 
Cleveland, it decided first, to install air condi- 
tioning in its offices and, second, to install the 
most modern air conditioning equipment. 

These decisions led to the selection of a 
30-ton Worthington 4-HF-6 air conditioning 
unit. This is the 6-cylinder W type, operating 
on Freon-12, with water-cooled condenser an 
full force-feed lubrication. 


Vincent Eaton, Consulting Engineer. 


Why “Balanced Air’’? 
Why Worthington? 


The ideal air conditioning or refrigeration 
system consists of machinery all manufactured 
—not just assembled—by one company. This 
makes more possible a perfect balance among 
all interrelated machinery. 

Worthington is the company that manufac- 
tures all the vital “innards’’—compressors, 
condensers, engines, turbines, pumps. The 
result is a completely integrated system—for 
more efficient, more economical operation. 

That's why zhere's more worth in Worthington. 
See your nearby Worthington distributor—in 
the Classified Telephone Book. 


Joseph Smith Building, Brigham Young University—Architect: Fred L. Markham. Contractor: H. J. McKean. 


For schools that Set the pace in modern design 


CT Ahaha 


“(t's Bruce Block Floors! 


W Fred L. Markham, whose architectural genius is evidenced by many fine 
Utah buildings, has the following to say about the Bruce Block Floors at 
Brigham Young University: “These floors are proving most successful. 
Structurally they are very satisfactory, and their appearance gives distinction 
to the rooms. We are pleased with results.” 


Bruce Block Floors are particularly suited for schools and colleges for 
these important reasons: (1) Durability that withstands heaviest traffic; 
(2) Easy and economical maintenance; (3) Beauty, style, cheerfulness; 
(4) Comfort underfoot—warmth, resiliency, quiet; (5) Safety—non-slippery, 
smooth, fire-resistant. Leading school architects find Bruce Blocks particular- 
ly adapted to modern functional design and concrete slab construction. 

Due to heavy demand, it is not anticipated that additional orders can be 
taken on Bruce Blocks for at least the next 6 months. Specify on jobs being 
planned now for future construction. For further information, consult 
Sweet’s Architectural File. E. L. BRUCE CO., MEMPHIS, TENN., 
World's Largest Maker of Hardwood Floors. 


Bruce Block D 


HARDWOOD FLOORS 


Prefinished or Unfinished 


The ideal floor over concrete 


Bruce Blocks are installed in mastic directly 
over concrete—without nails or splines. No 
clips, screeds or wood sub-floor used. This 
type of installation is simple and fast. Proved 
successful throughout the nation. 
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Fun 
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AIR CONDITIONING 
BY CARRIER 


Clean, cool comfort — provided by 
Carrier System Weathermakers — is 
attracting more customers and sell- 
ing more merchandise for chain 
stores everywhere. Proof of this is 
the many repeat orders placed by 
leading chains for these dependable, 
efhcient air conditioning units. 
Dozens of prominent chains have 
installed them in as many as 4o to 50 
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stores —and some have hundreds! 


They give the client the full bene- 
ht of efficient, made-to-measure air 
conditioning with all the economy 
and convenience of a standard, fac- 
tory-assembled unit. System Weath- 
ermakers can be used singly or in 
groups to fit the individual need. 
They can be fitted with heating coils 
for year-round service. 


AIR CONDITIONING * 


PUN E 


REFRIGERATION * 


verve ATAA 
An VP TEL a 


System Weathermakers, like Car- 
rier refrigeration and self-contained 
units, bear the stamp of Carrier's 
pioneering research and long expe- 
rence in air conditioning. Carrier 
engineers for years have worked 
closely with architects and consult- 
ing engineers to help insure peak 
performance on every job. Carrier 
Corporation, Syracuse, New York. 


INDUSTRIAL HEATING 


e 


SX MILES 


of Ric-wik 
Insulated Piping 


HE operation and maintenance of a large 
educational institution in this postwar era 
entails far more than the discovery and imparting 
of knowledge. 
Michigan State College is a case in point. 


With an enrollment of more than 15,000 students 
MSC provides living accommodations on the 
campus for more than 11,000 persons in college 
operated housing. This is the equivalent of a siz- 
able city and requires all the services a modern 
city affords—heat, light, power, water, schools, 
sanitary systems, health service, traffic control, 
police and fire protection. 


MSC's new steam generating 
plant (left), and a typical run 
of Ric-wiL Insulated Piping. 


er? T 5 Bere. "S -H 


To heat the hundreds of buildings comprising this 
modern “city” MSC recently put into operation 
one of the most modern, efficient steam generat- 
ing plants to be found at any educational institu- 
tion in the country. Capable of producing steam 
at 250,000 Ib. per hour, 350 psi design pressure, 
550°F, the new unit increases the capacity of MSC's 
generating plants to more than double previous 
capacity and, when finally completed, will raise 
it to the impressive total of 615,000 Ib. per hour. 
Significant too, we believe, is the fact that 31,994 
feet — more than six miles— of Ric-wiL Insulated 
Pipe Units have been installed in MSC's central 
steam distribution system during this period 
of expansion. 


For a case bistory om Central Heating for 
Institutions write-for Booklet 4713. 
Address: Tbe Ric-wiL Co., Dept. 19811. 


THE Ric-wiL COMPANY - CLEVELAND, OHIO | 
REPRESENTATIVES IN PRINCIPAL CITIES 
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Concealed-in-Door 
Closer for Interior 
Metal Doors 


Te LOW AM 


@ In answer to the growing demand for a con- 
cealed door closer which (1) has ample power to 
handle all commonly used sizes of metal interior 
swing doors, (2) is easily and quickly installed 
in doors previously prepared by the door fabri- 
cator, (3) incorporates hold-open and back- 
check features in the closer, and (4) can be sup- 


Development of this closer, begun in war- 


plied at a cost but little higher than that of an 
exposed closer of similar capacity, LCN Closers, 
Inc. presents the new LCN 304. 


time, has included two years of testing and use 
in the field, with results which have more than 
fulfilled all expectations of the designers. 


Closer is Concealed Within the Door 


The powerful mechanism of the new LCN 
304 Closer is completely concealed within the 
top rail of the door. It will handle any interior 
metal swing door up to 3’ 6" x 7' x 134 " in size, 
and will operate efficiently under common con- 
ditions of internal draft and heavy traffic. 


Installation is Simple, Low-Cost 


As both door and frame are previously 
blanked out by the door fabricator to template 
details, the LCN 304 closer is easily slipped into 
place and secured with machine screws. On-the- 
job work is reduced to a minimum, and the total 


- E EU / m cost cut accordingly. A superior value in con- 
cealed door control. Descriptive folder 304-b 
sent on request. Address LCN Closers, Inc., 466 
West Superior Street, Chicago 10, Illinois. 
N OVERHEAD CONCEALED, FLOOR CONCEALED 
AND EXPOSED TYPE DOOR CLOSERS 
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NO. 1 OF A SERIES 


„e PROFESSIONAL BUILDERS’ BULLETIN 


An “Idea Department” from the Engineers of Ingersoll 


New Ingersoll Flexibility 
Makes Unit Adaptable to 
Any Code Requirement 


\ choice of four stack and vent assem- 
ies and five types of undergrounds 
ive the Ingersoll Utility Unit the 
lexibility necessary to meet the most 
xacting code requirements. Adapta- 
ility to various designs and floor 
lans is provided by a choice of cabi- 
ets and types of heating plants. 

The Ingersoll Utility Unit now 
:eets 96 percent of all codes. A choice 
f oil or gas heating plants and other 
ariations make the Unit adaptable 
2 any small home, with or without 
asements. 

Ingersoll’s sales engineering force of 
decialists in small-home utilities is 
zady to consult with you at any 
me. Ask your Master Plumber when- 
ver you desire the advice of these 
posent engineers. 


INGERSOLL UTILITY UNIT 
SAVES HOURS OF DETAILING 


J © 


One Specification Provides 
All Home Utilities 


The Ingersoll Utility Unit 
simplifies the professional 
builder’s problem in small- 
home design. Exacting de- 
tails are eliminated. One 
specification provides for all 
plumbing and utilities—in- 
cluding all fixtures, appli- 
ances, controls and fittings. 
It is assembled by skilled 
A. F. of L. mechanics. The 
Ingersoll Utility Unit pro- 
vides a well-designed, skill- 
fully engineered installation 
that makes it easy to meet 
building schedules. 


st 


Q New Credit Controls Point-up © 
Advantages of Including Appliances 


In Small-Home Mortgage 


Consumer credit controls, effective 
Sept. 20th, have spurred investiga- 
tion by home-buyers into the advan- 
tages of buying a home in which stove 
and refrigerator can be included as 
part of the mortgage. 

Under Federal Reserve Regulation 
W, down payments on appliances may 
not be less than 20 percent. Balances 
under $1,000 must be paid in 15 
months. Credits over $1,000 with 
minimum monthly payments of $70 
may be extended to 18 months. 

The result of increased down pay- 
ments and larger monthly payments 
has enhanced the sales appeal of 
homes with appliances already in- 
stalled as an integral part of the house. 


COSTS YOU NOTHING! 


NEW DESIGN DATA MANUAL 
for Professional Builders 


104 LEADING DISTRIBUTORS 
ADDED IN LAST 3 MONTHS 


Units, Parts and Service 
Available Everywhere 


New Ingersoll wholesalers include 
such industry leaders as Hajoca Corp., 
of Philadelphia; W. A. Case & Sons, 
of Buffalo and Tay-Holbrook, Inc., of 
San Francisco. The addition of 104 
firms to Ingersoll’s already widespread 
coverage, makes the Ingersoll Utility 
Unit readily available from coast-to- 
coast and assures adequate service. 


It’s new and up-to-the-minute, a 
complete manual with more than 30 
illustrations and diagrams, includ- 
ing floor-plans, plumbing layouts, 
heat-loss formulas, types of fixtures 
for various jobs. Compiled with the 
help of leading architects and build- 
ers, Architect’s Design Data contains 
material you can use every day. 


Write for yours today! 
INGERSOLL UTILITY UNIT DIVISION 


Borg-Warner Corporation 
Dept. J11, 321 Plymouth Court 
Chicago 4, Illinois 


PRODUCT OF 


BORG- 
WARNER 


/a construction products CECO ENGINEERING 
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It's as easy as one, two, three to install Ceco Steel Casements, 
because all the guess work has been removed. All the know- 
how you need is contained in Ceco's Erecting Manual— 
prepared specially for the building industry. Detailed data 
gives complete and necessary steps for installing steel case- 
ments. Three of the important erection tips are shown here 
—"'buttering" with mastic—fastening in wood construction— 
amount of clearance for caulking. For complete information, 
send for Ceco's free Manual. Easy-to-follow instructions will 
help you cut costs, eliminate damage to windows, avoid loss 
of time. Write today. If you live in one of the western states, 
ask for special Pacific Coast Edition. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5609 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


ONE OF MANY 
TYPICAL 
INSTALLATIONS 


Brick Veneer 
Construction 


makes the big diffrence 


co Stee tom 


HOW TO DO IT 


The outside frame and mullions are “buttered” 
with mastic by the window erector before the 
casement is placed in the rough opening. 
Application of mastic is not to be confused 
with caulking of the casement opening, which 
is an entirely separate operation. 


If the casements are being erected in wood 
construction, the screws should be applied 
so as not to distort the casement frames. For 
instance, screws are never drawn tighter in 
one hole than in another. 


Va 3 
FOR CAULKING 


If the job is masonry or brick veneer, the 
casement should not be used as straight-edge 
in "building up" an opening. Masonry units 
should not be forced against the steel casement 
frame. Instead 14” clearance should be left all 
around the casement for caulking. 


Partial List of Ceco Products 


METAL RESIDENCE CASEMENTS e INDUSTRIAL WINDOWS AND 
DOORS * METAL FRAME SCREENS * ALUMINUM FRAME 
STORM WINDOWS  * ALUMINUM COMBINATION STORM 
WINDOW AND SCREEN UNITS * METAL LATH AND ACCES- 
SORIES © STEELFORMS * REINFORCING BARS * STEEL JOISTS 
AND ROOF DECK * HIGHWAY PRODUCTS e CORRUGATED 
ROOFING © ATTIC AND ROOF VENTILATORS 
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Pittsburgh Corning Glass Blocks can be used in numerous 
ways to add beauty and practicality to public buildings. 
They admit daylight abundantly while protecting privacy 
and shutting off unwanted views. They have excellent 
insulation properties. They harmonize perfectly with any 
style of architecture. Fourteen attractive patterns to choose 
from including the new Soft-Lite Prism B Blocks which fa- 
cilitate light control on sun exposures. Architects: Overend 
& Boucher, Wichita, Kansas. 


PITTSBURGH PLATE GLASS COMPANY 
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Twindow — "Pittsburgh's" 
window with built-in insula- 
tion, consists of 2 or more 
panes of Pittsburgh Glass sep- 
arated by hermetically sealed 
air spaces, and enclosed in a 
protecting frame of stainless 
steel. The 2-pane unit cuts 
heat loss through windows 
nearly in half. With 3 or 
more panes, the insulating 
effectiveness is even greater. 
Twindow eliminates down- 
drafts near windows, mini- 
mizes fogging and frosting 
of panes. It contributes 
greatly to increased comfort 
and economy. 


-— 


Every modern building has numerous places where colorful 
Carrara Structural Glass can add beauty and utility. In walls 
and partitions as shown here, washrooms . . . foyers . .. 
reception rooms, to name a few. The modern good looks of 
Carrara last indefinitely. It can be kept sparkling clean with 
infrequent wipings of a damp cloth. Available in 10 attrac- 
tive colors. Architects: Janssen and Cocken, Pittsburgh, Pa. 


Here's a new use of Solex, 
the heat-absorbing glass — 
Solex Venetian windows! 
They are easily handled — 
easily cleaned. They do not 
impair vision in any way. 
And they are water tight and 
air tight when closed. You'll 
find this new use of Solex 
highly practical for buildings 
in warmer climates. Archi- 
tect: Pamarrow Turner, 
Miami, Florida. 


Windows glazed with Pennvernon 
Window Glass admit abundant day- 
light into this modern school build- 
ing. In addition, Pennvernon pro- 
vides good, clear vision—has a bril- 
liant, reflective finish on both sides 
of the sheet. You can depend upon ) | 1 nmn 
Pennvernon to meet the most exact- d . [ n 
ing sheet glass requirements. Archi- 
tects: Long & Thorshov, Inc., Min- 
neapolis, Minn. 


"e believe you will find much to interest you in our illustrated booklet of ideas con- ee yn queni i rm 1 

erning the use of Pittsburgh Glass in building design. Send the coupon for your free copy. 

Pittsburgh Plate Glass Company 

2359-8 Grant Building, Pittsburgh 19, Pa. 
Please send me, without obligation, your free 

booklet entitled “Ideas for the Use of Pitts- 

burgh Glass in Building Design." 


* Design it better with 


Pittsburgh Glass = | 


PAINTS > GLASS CHEMICALS + BRUSHES °> PLASTICS 


G 


PITTSBURGH PLATE GLASS COMPANY 
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a usc E ti s... and Betsy's 
tempers righ 


Because the farsighted architect 
specified “oversize” steel pipe. 


Bic Sister Betsy and Tommy the Tease 
can both luxuriate in water--hot or cold, warm or 
cool--evenly tempered to suit each taste. 

That's because Dad and the architect and contrac- 
tor saw eye to eye on piping. Theyagreed 100% that 
the steel water pipes should be “oversize"'--big 
enough to supply allthe outlets in the new house 
now, and big enough also to accommodate those 
extra outlets which might be put in later. 

There's no time like the present--when a house 
is being built or remodeled--to make sure that 
water pipes are adequately sized. Undersize pipes 
which starve upstairs faucets, which delay you when 
you want water and plenty of it, are hard on the 
temper. And repiping a house to supply additional 
fixtures is always a nuisance and expensive. 

So, the word to the wise is this-- check water pipe 
sizes NOW, when that new house is being planned 
or built, when the old house is being modernized. 
Install adequately sized steel pipe for an always 
RERUM S85 : As | adequate water supply. 


a INSTALL STEEL PIPING 
FOR HAPPIER | HOMES ADEQUATE FOR TOMORROW'S NEEDS 


GENERAL OFFICES - YOUNGSTOWN 1, OHIO 
Export Offices - 500 Fifth Avenue, New York City |. 


Manufacturers of y 


CARBON - ALLOY AND YOLOY STEELS 


— 
PIPE AND TUBULAR PRODUCTS - SHEETS - PLATES - CONDUIT - BARS - RODS - WIRE - COLD FINISHED 
CARBON AND ALLOY BARS - ELECTROLYTIC TIN PLATE- COKE TIN PLATE - TIE PLATES AND SPIKES. 
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ows one of four units of Clinton Hill 
nts, Brooklyn, N.Y. Harrison, Fouilhoux 
novitz, architects. J. Di Stasio & Co., 
s. Starrett Bros. & Eken, Inc., builders. 
rtments are owned by The Equitable 


jrance Society of the United States. 


^ 
p 


s. 


Actual bids demonstrate economy of 
ONCRETE FRAME and FLOOR CONSTRUCTION 


npetitive bidding repeatedly has shown tbat the use of and flexibility in planning room layout by permitting them to 
crete frames and floors saves on construction cost. This place partitions of uniform height wherever needed. 
demonstrated again in the above 14-story unit of the Concrete frame and floor structures are firesafe, last a lifetime 
iton Hill Apartments in Brooklyn. and cost little to maintain. That is low-annual-cost construction 
aking advantage of the economy of continuity in concrete that protects investments. It is ideally adapted to apartments, 
struction, the designers used flat slab floors of uniform schools, hospitals, hotels and office buildings for its economy 
kness (without drop panels) as continuous frames and applies equally to tall buildings or those of six stories or less. 
matic concrete columns without caps. This design elimi- Write for helpful free booklet, “Continuity in Concrete Build- 
:d most interior beams and gave architects greater freedom ing Frames." Distributed only in United States and Canada. 


ORTLAND CEMENT ASSOCIATION © Dept. 11-25, 33 W. Grand Ave., Chicago 10, III. 


itional organization to improve and extend the uses of portland cement and concrete . . . through scientific research and engineering field work. 


-— p 


These terrazzo floors in Rockefeller Center have 

been made permanently non-slip (even on wet 

days) by the use of ALUNDUM* Aggregate. The 

Safe hard, tough grains of aluminum oxide abrasive 
of which ALUNDUM Aggregate is made not only 

make terrazzo floors, stairs and ramps per- 

Entrance manently non-slip but also permanently wear- 
resisting. In the proper proportion it imparts 

exceptional strength to terrazzo preventing ex- 

from cessive wear in places where traffic is heaviest. 
Because of the varied colors available, interest- 

Fi h ing effects can be produced with the marble or 
ift Avenue granite selected. For complete information and 
specifications see our catalog in Sweets (Sa 


and SE). 


*Trade-mark Reg. U. S. Pat. 


OCC RM [ yw 


NORTON COMPANY WORCESTER 6, MASS. 
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é ROM specification to installation, utter sim- 
| plicity marks this new Herculite Door- 


ae "EZ è 
g WAM s Frame Assembly. In ordering, all you do is spe- 
" : cify “Herculite Door-Frame Assembly" and give 
. : the style number and size needed. There are 
. t twelve standard designs from which to choose, 


: a affording unusual versatility and adaptability to 
š n many varied requirements. And the ease with 
. . which these frames are handled appeals to all — 


è architects, contractors, chain store executives, 
. . and retail merchants. 
: D 0 0 R " F R A M E À M M EM B LY ° Using special checking gauges to assure the 
» $ accuracy of all dimensions, these factory-built 
. (no assembly is necessary on the job) units meet 
the highest standards of fabrication. Architec- 
tural styling has been combined with structural 
and mechanical engineering to produce frames 
that are handsome, well constructed. They are 
built of special shapes and of heavy extruded 
aluminum, heavily reinforced with structural 
steel. They are supplied complete with Pittco 
Checking Floor Hinge, moldings for transom 
glass, supports for sidelights, strikes for locks, 
sockets for bolts, and thresholds when specified. 
Why not get the full story on this revolu- 
tionary door-frame? Simply fill in and return the 
coupon below for your free copy of our booklet. 
Do it now. 


Only 614” x 614”, the Pittco 
Checking Floor Hinge pro- 
vides positive door speed 
control, a separate check- 
ing control, and a built-in pX 
hold-open feature. It is [zs — 
sealed in oil for life. Case E 
and cover are drop-forged. ‘~~ ' 
Main working parts are j 
hardened and ground tool 
steel. Bearings are anti- 
friction, precision-ground. 


This sectional view illustrates the handsome, rugged 
design of the frame. Made of extra-heavy extruded 
aluminum, highly polished and anodized, it is heavily 
reinforced with steel channels and tie rods as partially 
shown here. 


l Pittsburgh Plate Glass Company 
| 2361-8 Grant Building, Pittsburgh 19, Pa. 
Without obligation on my part, please send me a 
copy of your free booklet on "Pittsburgh's" new 
| factory-built Herculite Door-Frame Assembly. 


l pn | ———————— — —— 


| 
| 
| Address... 22.22 2eeseessss suse —— € 
OU oar iria iom es State uc 


PAINTS * GLASS + CHEMICALS > BRUSHES > PLASTICS 


PITTSBURGH PLATE GLASS COMPANY 
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Automatic Anthracite Stokers In- 
stalled in an existing boiler or furnace and 
in new houses, automatic hard coal stokers 
deliver plenty of heat quickly .. . save up to 
50% on fuel bills . . . eliminate fuel worries. 


i 


E. S: i 


TheRevolutionary Anthratube The 
Anthratube saves on fuel bills . . . its proved 
efficiency is over 80%. This scientifically 
engineered boiler-burner unit, with ‘“‘Whirling 
Heat" and other revolutionary features, pro- 
duces quicker response and superior perform- 
ance than units using other types of fuel. 
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Must owners of your new houses 
watch EVERY SPOONFUL 


OF FUEL? 


Experts predict shortages o£ 
some fuels for 3 to 5 more years! 


There are No I£s, Ands or Buts when you 
specify Automatic Anthracite Equipment 


€ Owners of your new houses can 
have plenty of worry-free heat be- 
cause there's plenty of hard coal 
and there is anthracite equipment 
to fit the heating requirements of 
every dwelling. 

A whole winter's supply of anthra- 
cite can be stored easily in advance. 
Homeowners want this kind of 


security and convenience. They 
have just that when you specify 
automatic anthracite equipment. 


Look over the two types of an- 
thracite equipment shown here. 
They burn a cheaper size of hard 
coal... completely automatic from 
bin feed to ash removal. Then write 
to us for more detailed information. 


ANTHRACITE INSTITUTE 


101 Park Avenue Li 


New York 17, New York 


lH ractuug the * .* ; 
Store Gfazers 


IVING the store gazers plenty to look at and easy to see makes buyers out 
of browsers. You can do it with a Sellevision front ... "open face” full glass 
construction that permits easy access for the eye. 


Safety-Set Store Front Construction reveals the inside most completely, affords 
maximum Sellevision. Metal sections are reduced in size to enlarge the scope of 
vision. For adequate protection, the glass is held firmly and securely in the deeper 
grip which typifies all Brasco sash. 


Safety-Set is handsome, durable construction in heavy gauge stainless steel or 

anodized aluminum. Offering a wide selection of 

T tl versatile assemblies, store fronts of character and 

Store Fronts Ww distinction can be built complete with standard 

Safety-Set members utilizing stock size millwork 
only. 


For the Sellevision store front, Brasco Safety- 
Set Construction completes the picture ... frames 
it most securely and effectively. 


Jrolilnete: ee Mecum. Houston 


* * A COMPLETE LINE FOR EVERY DESIGN * * 


SS SAFETY- SET |= 
=STORE FRONTS— 


Copr. 1948 by Brasco Manufacturing Co. 
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MUMLA 


there’s nothing like CRAN E. 


... nothing to match the smart styling, the lasting beauty of Crane 
fixtures. 

... nowhere a line more complete, with a style for every taste and 
a price for every budget. 

And, of course, none can contest the preference for Crane... that's 
been proved year after year in nation-wide surveys. 

Bathroom fixtures, laundry tubs, kitchen sinks—all are part of 
this preferred Crane line—all feature the new finger-tip Dial-ese 


controls. 
Crane quality extends also to a complete choice of heating equip- 
ment, for warm air, hot water, or steam... coal, coke, oil, or gas. 


In making selections from the Crane line, see your copy of 
“Crane Service for Architects," or ask your Crane Branch to sup- 
ply one. Some fixtures still are more available than others— check 
your plans early with your Crane Branch or Wholesaler. 


HIS and HERS . . . twin Djana lavatories highlight a bathroom 


eric. tuned to gracious living. Also featured: the Crane Criterion 
bath and Drexel toilet. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 


PLUMBING AND HEATING 
VALVES * FITTINGS » PIPE 
NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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SISALAT 
for insulated DRY WALL constuction 


al new tow cost! 


VAPOR 
SEALED 


FROM THE 


Inside 


SISALATION 
provides BOTH 


WEATHER 
SEALED 


FROM THE 


Outside 


Rugged, wa- 
terproof 
SISALKRAFT 
over exterior 
sheathing 
prevents pas- 
sage of wind- 
driven rain 


> SISAL! 


REFLECTIVE 


insulation and 
vapor - barrier 

. helps pre- 
vent passage of 
harmful mois- 


ture-vapor 
through side- into walls 
walls from in- 1 i from the out- 
side the house. * ons i = : ; ip side. 


This new insulated DRY WALL construction meets 
FHA Vapor-Barrier Requirements (Class A, Federal Specifications UU-P-147) 


This new insulated DRY WALL construc- 
tion (SISALATION plus SISALKRAFT) 
combines insulation and vapor-barrier ad- 
vantages at very low cost . . . helps stop 
passage of harmful moisture into walls! 
SISALATION, bowed in between studs, 


provides TWO insulating air spaces, and its 


reflective surface helps keep homes warmer 
in winter, cooler in summer. Heavily re- 
inforced by cross-laid sisal fibres, tough and 
strong, SISALATION and SISALKRAFT 
remain in place, permanently and effec- 
tively, for the life of the building. Here 


is quality construction with true economy! 


Wile today for further information 
® and samples of these two products. 


-> The SISALKRAFT Co. 
^ Chicago 6 * New York 17 * San Francisco 5 


JU P TAE E E AE E EENE ETA 


The SISALKRAFT Co., Dept. PA, 205 W. Wacker Drive, Chicago 6, III. 


Please send more information, samples and where I can buy 
SISALATION and SISALKRAFT. I am an O Architect [] Contractor 


DRY dom CONSTRUCTION IN ai ettet A 


City & Zone. 


I———————————————— | 
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At the Greenbrier, White Sulphur Springs, 
W. Va., famous for luxurious comfort, you'll 
find Agitair Type R’s providing correct air dis- 
tribution. And no wonder, for here is a diffuser 
that offers the rare combination of efficiency 
plus beauty. 


Yes . . . you'll find these superior diffusers 


PROGRESSIVE ARCHITECTURE 


Versatile Agitair Type R's placed around columns blend perfectly with surround- 
eg ings and provide 100% air distribution in the Old White Club of The Greenbrier. 


aaaea - 


7 PA 


“America’s Most Beautiful Resort” 


“America’s Most Versatile Diffuser^ 


everywhere — in smart hotels the world over, in 
restaurants, theaters, offices, homes . . . yes every- 
where. Write for complete data. 


AIR DEVICES, Ine. 
17 East 42nd Street, New York 17, N. Y. 


Ceiling Air Diffusers Air Filters Roof Exhausters 
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Critique 


Dorsey and Peters Photos 


cm 
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SCHOOL IN TEXAS (pages 52-56). Goleman & Rolfe, Architect: Darell B. Harmon, Consultant. 


ELEMENTARY SCHOOLS 


The school-design field is an excellent one in which to study two major trends which affect 
architectural practice in a day of intense specialization. On the one hand, there is the ten- 
dency toward specialized types of practice—firms that are known chiefly for their contribu- 
tion in the field of school design, for instance; others that are experts in hospital work, com- 
mercial buildings, or some other design field concerned with a particular building type. 
Then, there are even more specialized types of specialists—architects, engineers, independ- 
ent researchers, or other experts—who spend most of their time on a single aspect of school 
design—on classroom lighting, for instance, or air conditioning or plan flexibility. At the 
other end of the seesaw is the increased need and tendency toward a rebirth of the architect 
as the master builder, the coordinator, integrator, or whatever other word you prefer to ex- 
press the idea. And similarly among the researchers, some emerge who, rather than dealing 
exclusively with but one aspect of school design, set the widest possible area for their inves- 
tigations—the effect of environment (of which architecture is its controlled part) on the mental 
and physical welfare of human beings. 


The three schools shown in this critique are notable instances of both ends of this dual spec- 
irum. For within all three of the schools will be found specific progressive elements of design 
and construction; at the same time each job represents, in varying degrees, excellent syn- 
theses of the various elements into organic, integrated architecture. And among the re- 
searchers who have contributed to the work shown, special mention should surely be made 
of the work of Dr. Darell Boyd Harmon* (Consultant on the Parochial School shown on pages 
immediately following) whose broad approach to finding the optimum environment for teach- 
ing and learning has affected every aspect of classroom design—its orientation: color of its 
walls; arrangements of its furniture; and sources and qualities of its lighting. 


It should be noted, however, that no matter how excellent the work of even such a man as 
Dr. Harmon may be, it is still the design professional—in this case the firm of Golemon & 
Rolfe—who digests the findings and methods of achieving the desired goals and develops 
therefrom in steel and glass and masonry the finished product we call architecture. And when 
this wedding of the two talents is complete, the end result is the thing toward which all for- 
ward-looking professionals are striving—progressive architecture. 


“Independent researcher-extraordinary, starting with an interest in children, first as a teacher 
of child development and education and educational administrator, and later as Director of 
the Division of Educational Services, Texas State Department of Health. 
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= i 
VIEW FROM THE EAST. The building is steel framed, with walls of either brick or ashlar masonry over tile backup. 


| 
| 
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D USER 


Photographic Dept., U. of H« 


L PAROCHIAL SCHOOL, meru rexas 


Dorsey and Peters Photos except as noted 


CLASSROOM WING at rear temporarily houses a cafeteria 
(left) and chapel (remainder of wing). 
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DIAGRAMMATIC SCHEME for the eventual school-and-church plant, sho: 


relation of present building to future units. 


provided for different age groups. 


Notice the separate play a 


GOLEMON ROLFE 


Albert S. Golemon: B.S. Arch., Alabama 
| Poly. Inst.; M. Arch., Mass. Inst. of 
Tech.; Diploma in Arch., Ecole des | 
Beaux Arts. | 


Walter T. Rolfe: B.S. Arch. Kansas 
State Coll; M. Arch., Mass. Inst. of 
Tech. Teaching: Alabama Poly.; head 
of Dept. Arch., No. Dak. State Coll.; 
Prof. Arch. (later Chairman), U. of 
Tex. Arch. School. Present partnership 
formed 1946. F.A.LA. 


GOLEMON & ROLFE, Architects 


DARELL BOYD HARMON, Consultant 


Developed in consultation with Dr. D. B. 
Harmon, whose research on the influence of 
architecture on mental and physical welfare 
has profoundly affected classroom design. 


PROBLEM: To develop a seven-class- 
room and kindergarten school building 
as the first unit in a comprehensive fu- 
ture plant. Special advantage: a pro- 
gressive client in the person of the Rev. 
Ralph J. Diefenbach, Pastor of the Parish 
of St. Theresa of The Little Flower, who 
told the architects he wanted ‘a thor- 
oughly up-to-date school.” 


SITE: A heavily wooded five-acre tract. 


SOLUTION: An L-shaped building, with 
classrooms in each wing—one wing pro- 
viding northeast exposure for the rooms; 
the other (where the cafeteria and chapel 
are temporarily located) having exterior 
walls facing southeast. Most carefully 
studied provisions for optimum lighting 
and other environmental conditions. 


a a a a a i es a ee: eee d 


ENTRANCE PORCH 


LOBBY. Tile wall at right is a neutral, Pompeian red. 
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CLASSROOM WING with northeast exposure. 


1. PAROCHIAL SCHOOL, HOUSTON, TEXAS 


The remarkable classrooms in this school constitute 
what Dr. Harmon describes as “the finest interpre- 
tation of my concepts of the coordinated classroom 
that I have seen so far." An objective study of one 
of the rooms was specially made for this presenta- 
tion by two leading Texas illuminationists—W. E. 
Folsom and H. G. Hrivnatz. The tests were con- 
ducted (in a classroom with a northeast exposure) 
on a cloudy day, which, in these experts' opinion, 
made little difference as far as light-distribution pat- 
terns are concerned, although obviously intensities 
would be higher on a clear day. Maximum light 
distribution diversity is in the ratio of 4.8:1; the 
average, 3.54:1. Were it not for chalk boards cover- 
ing much of the inside wall, these ratios would have 
been even better. Compare this with distribution 
found in many classrooms, where diversity may be 
as much as 30 or even 50:1! With six 500-watt con- 
centric-ring silver bowl incandescent fixtures turned 
on, there is nowhere less than 41.5 foot-candles at 
work height (30 is considered good). As for the 
balance of brightnesses within the room, the follow- 
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ing table compares a few of the ratios that maintain 
in the Houston school with those generally con- 
sidered satisfactory.* In each case the Houston 
building is within or betters the latter. 


Comparison Existing Desirable Max. 
TABE to: IGE IOP ncesnsnsnensonnmmenannccsneneavennin 1.8:1 1: to 3:1 
Taak Mb M — 9.75:1 10:1 

Task to max. brightness in pupil's field 

Of VIOD aeussnauaseenpsiaseradsesocces 1:1.05 1:10 


The photographs and drawings document the wall 
construction—the band of clear casement sash with 
its exterior, structural hood (to shelter against rain, 
sun, and sky glare), and the directional glass block 
panel above. 'The interior views show the seating 
arrangement, the rows laid out in ares and the seats 
so placed that no window is within 50 degrees of 
any occupant’s normal line of vision. Important con- 
tributory factors are use of light colors with high 
reflectivity. Flat white ceilings and walls painted 
in light tones of green, blue, and yellow provide re- 
flectivity of 75 percent or more. 


* See P/A’s Research Report, Classroom Lighting, dug. 1948. 


CRITIQUE: ELEMENTARY SCHOOLS 
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KINDERGARTEN has two walls (in more formal area, above) painted light green; other 
walls (work area) are more exciting light yellow. 
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CRITIQUE: ELEMENTARY SCHOOLS 


CORRIDOR. Glazed ceramic tile walls; terrazzo floor. Note exposed steel on window side. 


1. PAROCHIAL SCHOOL 
HOUSTON, TEXAS 


ENGINEERING OUTLINE 


CONSTRUCTION: Framing: structural steel. Walls: exterior: hollow tile backup; 
face brick and random ashlar masonry. Interior: plaster; ceramic glazed tile 
in corridors. Floors: asphalt tile over concrete in classrooms; terrazzo corridor 
floors; tile in washrooms. Roof: 4-ply built-up gravel surfaced roofing over 
bar joists and reinforced concrete slab. Partitions: hollow tile, plastered; folding 
partition. Fenestration: steel casements; double-strength "B" glass and 8” x 8” 
directional glass block. Insulation: acoustical: 12"x 12", %-in. tile; thermal: 
2-in. cotton blanket. Doors: flush, hollow core, magnolia veneer. 


EQUIPMENT: Heating and air conditioning: forced-air system (school wing 
heated only; chapel wing, air conditioned); gas-fired furnace; automatic con- 
trols. Hardware: door closers; dull bronze hardware. 


VENTILATION is controlled between classrooms and corridor by bands of louvers (see corridor view, top of page), with slid- 
ing track-board panels on the classroom side which may be opened to the extent desired. 
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NORTH FRONT (as shown in plot plan below, future wings to be added on this side). Kindergarten fireplace chimney, near end. 
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Snyder-Bell St 


2. RURAL SCHOOL, ATASCADERO, CALIFORNIA 


"irst wing of an eventual sixteen-classroom plant, this five- 
‘oom primary-school unit emphasizes construction econ- 
my, bilateral lighting, and close relation to outdoor areas. 


?ROBLEM: To provide, as a coordinated unit with 
v total school project (involving demolition of existing 
chool building on the site) a five-room wing to ac- 
:ommodate kindergarten and primary-grade children. 


SITE: Approximately level property in an attractive 
vooded valley bounded by a secondary road. 


SOLUTION: Alignment of the five rooms (four class- 
‘ooms of approximately 1,000 sq. ft. each; kinder- 
rarten, 1,280 sq. ft.) along an east-west axis, southern 
valls of rooms schemed for complete opening up to 50 
yercent of full width of rooms to outdoor areas; out- 
ide access walk along windowed north side of building 
heltered by glass roof (to preserve maximum natural 
ight). Bilateral lighting (continuous high band in 
outhern wall, balanced by much deeper continuous 
and in north wall) ; construction system of light steel 
‘raming with concrete filler panels laid out on a modu- 
ar basis and shop fabricated into sections for joining 
it the site. 


DANIEL, MANN & JOHNSON, Architects 
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KINDERGARTEN PLAY AREA 


FUTURE 
ADMINISTRATION 


CHILIQUE: ELEMENIAKY SCHUULS 


2. RURAL SCHOOL 
ATASCADERO, CALIFORNIA 


Of the three wings of the projected school plant, this 
primary-age unit is unique in having the access cor- 
ridor along the north wall (maximum north expo- 
sure, hence window area, being preferred in this 
area). In order to segregate the play areas for the 
youngest children from the rest of the school, how- 
ever, the north-wall location for the access corridor 
seemed the best choice, leaving the southern sides of 
classrooms free to open out to private southern study 
and play areas. Huge sliding doors in the south wall 
of each of the rooms permit opening up of these 
walls to 50 percent of their length. Even when these 
doors are closed, a continuous band of high southern 
windows provides bilateral lighting. Though con- 
centric-ring artificial-lighting fixtures have been sup- 
plied, the architects tell us “they are seldom used, 
even on the gloomiest days." The building is heated 
by two separate systems, to cope with the very 
variable temperature conditions (from 6 degrees F. 
to more than 100). One is a typical copper-tube 
floor panel installation; the other consists of unit 
heaters and ventilators which are serviced by hot 
water from a storage boiler in the mechanical room 
and which receive fresh air directly from the north 
wall. These latter units were installed primarily to 
create cross ventilation. 
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PLAN. The square classrooms con- 
tain approximately 1,000 sq. ft. 
each; the kindergarten, nearer 
1,300. Adjoining the latter, notice 
separate toilets and kitchenette 
e ae — alienas — — M ——Ás—— à (for use bathi by thë children: and 
in connection with P.T.A. meet- 
Ploor Rlan— Sey On -A ings). 
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VIEW FROM SOUTHEAST. Opened sliding wall panels automatically provide outdoor classrooms. Porch roof protects against direct southern sun 
in windows. Across page is a view of the kindergarten end of the building, with sliding panels closed. 


VIEW FROM NORTHWEST. Access corridor runs along the north side of the building, but, to preserve as much north light as possible, the roof 
of the walkway (see detail across page) is of wire glass which "permits as much light as if no roof interfered." 


TRUSS SPACE 


SECTION. The structural system—light 
steel frame, with metal fabric welded to 
it, surfaced with a 2-in. skin of concrete— 
was largely shop fabricated, while floor 
slab, footings, etc., were being laid at 
the site. 
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KINDERGARTEN. Note fireplace in southwest corner. 


KINDERGARTEN, looking toward opened southern wall. 
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2. RURAL SCHOOL 
ATASCADERO, CALIFORNIA 


ENGINEERING OUTLINE 


CONSTRUCTION: Framing: patented light- 
steel system. Walls: 2” precast concrete 
panels (unfinished on exterior; surfaced up 
to 7’ indoors with plywood, with fiber board 
above). Floors: asphalt tile over 4” concrete 
slab. Roof: steel deck over steel roof trusses; 
surfaced with plank-type insulation, finished 
with composition roofing; roof of corridor: 
patterned wire glass on aluminum bars. 
Doors: birch plank, mainly; sliding doors of 
special steel design. Fenestration: steel sash; 
"A" double-strength glass. Insulation: acous- 
tical: 12" x 12" ceiling tile; thermal: batt-type 
insulation in ceilings; plank-type in roof con- 
struction. Partitions: wood studs, surfaced 
with plywood and fiber board. 


EQUIPMENT: Heating, eic: copper-tube 
panel system in concrete floor slab; warm- 
air unit heaters; controls. Electrical: con- 
centric ring-type fixtures, germicidal lamps. 


DANIEL MANN JOHNSON 


Phillip J. Daniel: B. Arch., U. 
of So. Calif.; with Louis N. 
Crawford in school and public 
work design until 1941; worked 
on design of Kaiser Steel Mill. 


Arthur E. Mann: Los Angeles 
Atelier; worked in various local 
offices. Production work for 
Roosevelt Naval Base; chief ar- 
chitect, Kaiser Steel Mill. 


S. Kenneth Johnson: Los An- 
geles Junior Coll.; U. of So. 
Calif. Architect for National 
Park Service and Chief Struc- 
| tural Engineer for  Pollock- 
Stockton Building Co. Formerly 
with Ernest J. Kump Co. 


REAR. A direct, simple scheme combining large window areas with overhangs and structural jibs to control the southern light. 


3. SUBURBAN SCHOOL, aczao. ross 


PERKINS & WILL, Architects 


'RONT. Gym, left; offices, etc., right. 


One of the first two-story schools yet to appear embodying 
progressive principles of design. An addition to an old 
building, it is actually the first element of an eventual, to- 
tally rebuilt plant. 


PROBLEM: To provide kindergarten and classrooms 
for the first six grades, a gymnasium-auditorium and 
office space as an addition to an existing structure, on a 
site whose limitations dictated a two-story scheme. 


SITE: Some 125 allowable building linear feet along a 
street, on the south side of the street, so that the finished 
building faces north and looks out to the south at the 
rear. 

SOLUTION: Arrangement on two floors, with kinder- 
garten and first and second-grade classrooms on the 
ground floor (each, with direct, outside access); the 
four upper-grade classrooms upstairs—all aligned along 
the south front with wall-to-wall fenestration. Gym- 
auditorium, placed at front of building, immediately ac- 
cessible to public and acting as sound buffer for class- 
rooms. 
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RANDOM PLACEMENT of the operable window panels provides design variety. 


3. SUBURBAN SCHOOL, CICERO, ILLINOIS 


Commenting on the design of the southern 
classroom wall, the architects say: “The 
design takes advantage of south light and 
uses overhangs and jib walls to mitigate 
glare effects. Room dimensions with re- 
spect to height, depth, and length are a 
partial step toward the low ceilinged, arti- 
ficially lit, deep classroom which is an 
objective of this office. These windows 
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separate the functions of ventilating and . vd E 
light by the use of fixed lights and unit yea 
ventilation. Windows themselves serve Ñ: B 
more of a psychological than utilitarian ES ES 
function.” : a 
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AUDITORIUM AND GYMNASIUM 
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KINDERGARTEN. 
Equipped with own work- 
room and toilet. Flooring 
is asphalt tile. Notice 
how the masonry piers 
are continuous from in- 
doors to the outside. 
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PERKINS WILL 


Lawrence B. Perkins: 
Prior to 1935, with Perkins, Chatten & Ham- 
mond, and General Houses, Inc. Chairman, 
Evanston Planning Commission. 


Philip Will, Jr.: B. Arch., Cornell. Shreve, 
Lamb & Harmon Fellowship. 
Chieago Chapter of A.I.A. 


B. Arch., Cornell. 
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ENGINEERING OUTLINE 


CONSTRUCTION: Framing: reinforced concrete up to 
and including second floor; steel frame, second story 
and roof. Walls: exterior: brick, over hollow tile; rein- 
forced masonry piers; cut-stone trim. Gym walls: re- 
inforced brick masonry. Interior: glazed tile wainscot; 
acoustical plaster. Floors: asphalt tile over concrete. 
Roof: gypsum fill over steel bar joists; 4-ply tar and 
gravel roofing. Fenestration: wood sash; crystal plate 
and double insulating glazing. Insulation: acoustical: 
plaster walls and ceilings; thermal: l-in. rigid board on 
roof, Doors: flush, hollow core. 


EQUIPMENT: Heating and air conditioning: low-pres- 
sure 2-pipe vacuum system; oil-fired steam boiler (in 
basement); unit ventilators and convectors; automatic 
controls. Lighting: surface-mounted fluorescent. 
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3. SUBURBAN SCHOOL, CICERO, ILLINOIS 


MODULAR storage cabinets allow flexibility of arrangement. 


DEEP STEEL GIRDERS span the auditorium-gymnasium. 
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Critique 


ELEMENTARY SCHOOLS 


(conclusion) 


Better than any amount of argument, these three 
schools indicate how far along the road to good school 
architecture we have come. Though they are quite 
different in concept, scope, and detail, they all have 
certain progressive common denominators. In all of 
them, the classrooms are carefully oriented for the 
best light: furniture in all the rooms is movable, 
hence adaptable to changing needs of curriculum or 
teaching method; they are all schemed as instruments 
to assist the educational process as well as possible, 
rather than as monuments. Access and circulation are 
convenient and direct; light, air, and sun are an in- 
tegral part of each of the plans. 


It is worth noting, however, that no matter how pre- 
cise our researches and specialized knowledge may 
be, there is still room for—indeed, there must be— 
endless variety of detailed handling and design ex- 
pression. In the Parochial School in Texas, for example, 
the individual classroom seems to have reached a 
new high in the way of controlled environment for 
teaching and learning, and this accomplishment and 
the principles involved in it are sure to have wide 
influence. But the school as a whole is a particular 
job for this particular site. It is the first unit of a 
proposed large scheme which at once sets it apart 
as specialized; then, too, it is built on a beautiful 
wooded site, and it had a budget that many com- 
munities could not afford. All of these things give the 
job highly individual characteristics. For entirely dif- 
ferent reasons, the Rural School in California has 
qualities—among the most obvious ones being the 
regional allowances of a mild climate—which make 
the school very nice for Atascadero, but most imprac- 
tical for Auburn, Maine. The Cicero, Illinois, Suburban 
School has an approach to its classroom design and 
fenestration very different from that of the Parochial 
School. But, in every case, the architects were aiming 
at creating better environments for learning and teach- 
ing, and in every case they have met with more than 
a little success. This is, of course, the main thing, 
that the goal remain constant. One may only conclude 
that the avenues toward this goal are numerous. 


Add to these generalizations the everyday, local limi- 
tations that are placed on any sort of objective re- 
search into ideals of architecture—money limitations, 
site disadvantages, client demands, code restrictions, 
etc. etc.—and it is small wonder that no single 
standard of universal application is likely to appear. 
And how fortunate this is. For what we find instead 
is a host of new, improved possibilities—with plenty 
of room at the top for improvement still. Thus does 
architectural progress come—in bits and pieces, and 
coordination of the pieces, with each new finding of 
objective research adding new phrases to our archi- 
tectural vocabulary. 
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A SERIES OF PROJECTING PAVILIONS set apart semiprivate living patios between rental units. 


MOTOR HOTEL A Special Citation in this year's Progressive Architecture 


Awards program, this motor-court project provides informal 
LONG BEACH, CALIFORNIA hotel-like accommodations for rent by the day, week, or month. 


PROBLEM: A better-than-average group of rental units 
designed to appeal to couples or families who prefer the 

WILLIAM T. DREISS, Designer convenience of a motor court but for whom few first-class 
court facilities are available. 


SITE: 100 x 150’ flat site just off U.S. Highway 101, with 
additional space available for car parking to the north of 
the site. An avenue on the west boundary; through alley 
(access to carports) on the east. 


SOLUTION: Two wings of units organized at either side 
of a central, landscaped mall. Semiprivate fenced patios 
provided for outdoor living. Simple furniture, built-in 
wherever feasible; ease of maintenance a factor. 


ENGINEERING OUTLINE 


CONSTRUCTION: Framing: post and girder system on north and south walls, 
4" x 4" posts 6' o.c; standard wood frame on other walls. Walls: exterior: 
1” x 12" redwood siding applied vertically over felt; interior: redwood boarding; 
striated, redwood plywood; gypsum plaster. Floors: concrete slab, integrally 
colored surfacing; rush matting and incidental rugs. Roof: composition with 
85# mineral cap sheet. Ceiling: fiber-board tile. Fenestration: wood casement 
sash, mill made; double-strength and ribbed glass. Partitions: frame, with 
building board or plywood surface; insulating plaster board in all party walls. 
Doors: flush, birch-veneer, hollow-core. 


END OF ONE WING—containing the owner's apartment. EQUIPMENT: Heating: individual, gas-fired unit heaters. Kitchen: gas stove; 
Interior photos in this presentation are of this unit. electric refrigerator. 
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THE NORTH WING represents the compromise plan to meet FHA requirements; THE SOUTH WING is the final scheme. 


MOTOR HOTEL, LONG BEACH, CALIFORNIA 


At the time construction commenced, FHA rulings required kitchens 
(as shown in plan of north wing), but with relaxation of controls these 
were no longer necessary, and all interior units were changed over to 
the bedroom-bath arrangement (to be used singly or in pairs) indicated 
in the plan of the south wing. At the avenue end of each wing is an 
apartment—one for the owner; the other, for the manager. 


DREISS | 


William T. Dreiss at- 
tended the Art Center 
School in Los Angeles. 
After medical discharge 
from the Army, he un- 
dertook mechanical en- 
gineering research with 
Lockheed Aircraft. Sub- 
sequently, while work- 
ing in the office of 
Harwell Hamilton Har- 
ris, he continued his de- 
sign studies at the U. | 
of California. Mr. 
Dreiss opened his own 
office in Los Angeles in 
1946. 


NATURAL REDWOOD with yellow-green or sage green detail. 
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=DWOOD WALL is shellacked and waxed. 


UILT-IN FURNITURE is widely employed. 


wave 


Met se 


BEDROOM FURNITURE, natural cedar plywood. 
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VIEW FROM THE TRACKS 


RAILROAD STATION, crear nives, new vonk 


Good architecture comes to a field that seldom sees it. 


PROBLEM: An all-weather shelter to serve a comparatively small number 
of railroad passengers in a prosperous rural area. 


SITE: Typical flat space alongside the Long Island Railroad. 


SOLUTION: A many-windowed enclosure, with a covered platform at 
either end. The simplest of local materials imaginatively used. 


In addition to its handsome design, this little building is distinguished for 
the handling of sturdy, unornamented structural elements for maximum 
ease of maintenance and resistance to vandalism. 


WAITING KM 3 


Scale 9 as [MN EQUIPMENT: 
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cypress. 


ANTONIN RAYMOND & 
L. L. RADO, Architects 


Biographical notes on Antonin Raymo 
and L. L. Rado appeared in the Januc 
1948 issue of P/A. 


ENGINEERING OUTLINE 


CONSTRUCTION: Walls: stone masonry or 
frame surfaced inside and out with T & G 
Floors: cement topping over con- 
crete slab. Roof: 5-ply builtup roofing over 
7&8" sheathing on wood joists; underside sur- 
faced with T & G boards; supporting columns: 
6-in.diameter redwood posts. Fenestration: 
wood sash. Doors: flush panel, hollow core. 


Oil-fired, warm-air furnace. 


CLOSE-UP OF PLATFORM AREA 


Richard Garrison Photos 
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THE PROMINENT SITE extends along a heavily traveled highway. Local stone is the exterior surface of the building. 


STRANG 


The firm of Weiler & 
Strang was formed in 
1944. Joseph John 
Weiler, architect-engi- 
neer in charge of struc- 
tural and mechanical 
design and supervision 
of construction; U. of 
Ill. Coll. of Eng. (B.S.); 
Grad. School (M.S.). 
Allen J. Strang is re- 
sponsible for architec- 
tural design and coor- 
dination of the firm's 
work. U. of Wis.; U. of 
Pa. (B.Arch.). 


70 PROGRESSIVE ARCHITECTURE 


TWO RURAL 


OFFICE BUILDINGS 


WEILER & STRANG, Architects 


The two buildings shown on these pages are headquarters buildings for rural 
electrical cooperative associations in Wisconsin, developed in cooperation 
with the Rural Electrification Administration in Washington. Design require- 
ments were almost identical—housing of office activities, storage space for 
trucks and line equipment, and a flexible space to be variously used as entrance 
lobby, display space for electric equipment, or—thrown together with adjoining 
space—a general area to accommodate annual meetings of members. Since 
facilities required were so very parallel, it is interesting to compare the solutions 
as worked out on two distinctly different types of sites—in the one case 
(Oakdale), a wide plot of modest depth bordering a highway, and in the other 
(Gays Mills), a comparatively deep, narrow site. 


ENGINEERING OUTLINE—for both buildings 


CONSTRUCTION: Concrete foundations. Walls: exterior: native stone over concrete block back-up; 
interior: 1” furring, lath, and plaster. Floors: reinforced concrete surfaced with Ve" asphalt tile. 
Roof: 4-ply built-up roofing over wood joists and decking, supported on steel beams. Insulation: 
acoustical: V2" wood fiber tile ceiling finish; thermal: 4” mineral wool in ceiling construction; V2" 
blanket-type material in walls. Partitions: wood stud, with plaster over gypsum lath, fabric-covered, 
accordion-type folding panels. Fenestration: double-hung wood sash; store-front moldings for 
display-window areas; double-strength glazing; plate glass. Doors: flush panel (birch) hollow core. 


EQUIPMENT: Heating: oil-burning boilers; steam system (Oakdale); forced warm air (Gays Mills); 
automatic controls. Lighting: fluorescent. 


STORAGE STORAGE 


MANAGER DIRECTORS 


GEN. OFFICE 


RECEPTION 


BOOKKEEPERS 


ALoor Pau 


1. HEADQUARTERS, ELECTRIC COOPERATIVE, OAKDALE, WISCONSIN 


All main facilities are arranged on one floor, but advantage 
was taken of the site slope to place the boiler room and some 
storage space on a lower level. The site borders the main Hedrich-Blessing Photos 
highway between Chicago and Minneapolis. The entrance 
space is so schemed that by closing folding-panel partitions, 
a private room for directors’ meetings is created at the rear 
end, or, with the doors open, the entire space can be used 
for meetings of the cooperative’s full membership. When 
neither of these activities is taking place, the space is a 
combined lobby and display-sales space for electrical equip- 
ment. 


LOBBY, looking through folding partition from directors’ room. DETAIL of entrance. 
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THE PUBLIC AND SEMIPUBLIC AREAS of the plan are clearly reflected in the exterior design. 


2. HEADQUARTERS, ELECTRIC COOPERATIVE, GAYS MILLS, WISCONSIN 


A somewhat smaller structure than the Oakdale building, 
the Gays Mills cooperative includes almost identical facili- 
ties. Organized on a deep lot, the plan places offices and the 
combined lobby-display-directors' area at the front and the 
storage platform and truck-storage room at the rear, acces- 
sible from both side and rear alleyways. To avoid flood 
danger during high water stages of the near-by Kickapoo 
River, most of the building is on a single floor, with only a 
small basement area (underneath the loading platform) 
which is used for storing heavy equipment. 


LOBBY; counter to general office, left. 


72 PROGRESSIVE ARCHITECTURE 


TRUCK STORAGE 


HEAVY 


STORAGE SMALL PARTS STORAGE 
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Ezra Stoller—Pictorial Services Photos 


VIEW THROUGH LIVING ROOM WINDOW (fixed glazing in center; operable panels top and bottom). 


HOUSE. NEW CANAAN, CONNECTICUT 


SHERWOOD, MILLS & SMITH, Architects 


For a larger-than-average family, this economically planned 
house incorporates numerous labor-saving elements. 


PROBLEM: To provide a comfortable, efficient home 
for a household including parents, three children, and a 
nursemaid within the 1,500-square-foot-area limit which 
maintained at the time plans were filed. 


SITE: Open, country hillside sloping away to the south- 
east. 


SOLUTION: A house spread out to provide desirable 


SKETCHES like this helped visualize planning southeast exposure for main living rooms; centrally 
ideas. This corner of the room shows at right, placed heater room; temporary partition making a 
rear, of photo above. In the original, the cap- nurse’s room and baby’s bedroom out of what will later 


tion read: “Dining comer showing two-way be a single, good-sized bedroom. Numerous built-in 
cabinets and open counter to kitchen, built-in 


desk and bookcase. Note that lowered counter storage units, two-way pass shelves, drop-leaf tables, 

top serves as bar during cocktails.” and other space and labor savers. Radiant-heating sys- 
tem in concrete slab floor; solar principles used in 
design of fenestration and roof framing. 
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POS4IBLE FUTURE X, 
SUBDIVISION THE L-SHAPE PLAN both respects the lay of the land and separates use areas. 


eb 


” DOTTED LINES SHOW 
ORIGINAL GRADE CONTOURS 
BEFORE CHANGE 


oO 


HOUSE 
NEW CANAAN, CONNECTICUT 


MOTOR COURT 


Plot. Plan 


A 214-FOOT ROOF OVERHANG controls southeastern sun. The door at left opens from the children's bedroom. 
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: MASTER B.B. 


The point that the owners, Mr. and Mrs. 
Talbot Rantoul, feel is particularly suc- 
cessful about the house is that “it is 
extremely easy to operate . . . and to 
maintain." A few of the elements that 
produce this reaction are the plan or- 
ganization that "gives ready access to 
everything without crowding”; all of 
the “gadgets”—a built-in file case, pass INTEGRATION of viewing, light, and ventilation elements. 
window through to kitchen, wood-stor- 
age box, planting bay, ete.—‘‘work effi- 
ciently and are well planned.” The 
greatest invention in the house, they 
say, is the drop-leaf table: “It is used 
four times (kitchen-dining room; chil- 
dren’s eating table in kitchen; an over- 
the-toilet baby-bathing table in the chil- 
dren’s bath, and play table in children’s 
bedroom), and is a wonderful space 
saver.” 


Following war service, Sherwood, 
Mills & Smith formed their firm in 
1946. Thorne Sherwood: Williams 
Coll.; Columbia U. School of Arch.; 
graduate study, N. Y. Structural In- 
stitute. Willis Nathaniel Mills: U. of 
Pa.; graduate work at Columbia U., 
N. Y. U., Queens College, Trinidad. 
Lester Wickham Smith: Princeton U. 


and Princeton Arch. School. AR 


DINING ELL of living room; drop-leaf counter, right. 
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HOUSE, NEW CANAAN, CONNECTICUT 


ENGINEERING OUTLINE 


CONSTRUCTION: Framing: #1 common fir. Walls: 
exterior: 96" waterproof painted (wiped finish) 
striated plywood, outside wood sheathing; local 
stone; interior: $6" gypsum-filled board, with re- 
cessed edge filled, taped, and painted or papered; 
plywood. Floors: 2" concrete slab; 8" precast 
concrete joists surfaced with honed slate (hall); 
linoleum (bath and kitchen) or carpeting. Roof: 
composition over plywood sheathing. Ceilings: 
wood-fiber acoustical tile. Fenestration: horizontal 
sliding wood sash; double-strength B glass or 
(in large window area) 1” insulating double glaz- 
ing. Partitions: 2” x 2” wood stud, wallboard 
glued to studs for rigidity. Doors: two-panel fir 
veneered with striated plywood. Insulation: 
acoustical (see ceilings); thermal: 3” mineral wool 
blanket in roof; 34" dead air space between 
3/16” plywood sheathing and siding in exterior 
walls. 


EQUIPMENT: Heating and air conditioning: ra- 
diant panel system in concrete slab floor; wrought 
iron pipe; oil-fired, cast-iron, sectional boiler; 
automatic controls; exhaust fans in kitchen and BEDROOM HALL. Wall-to-Wall carpeting “reduces floor 
interior bathroom. Water piping: copper tubing. cleaning to vacuuming once a week.” 


DINING AREA. The radiant-heating system “operates at low temperature with comfort and without drafts. . . . We feel 
that this is the healthiest place in which we have ever lived.” 
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fow gord is your. 


Office 
Practice 


JFFICE ORGANIZATION ? 


y THOMAS H. CREIGHTON 


rchitectural office organizations vary from the 
aallest possible unit—one principal and one drafts- 
an—to those few with hundreds of employees. 
hatever the size of the office, the basic organization 
ust be similar in all cases, since the same routine 
ust be followed either on a small alteration or a 
rge new building. There are, of course, many ways 
set up an organization, and a survey of the pro- 
ssion indicates that few firms follow the same 
ethods. However, certain fundamental things are 
ue in all cases. In general, these factors are im- 
rtant: 


An efficient, well-planned, smoothly functioning 
ganization within the office is necessary. The 
ofits which make it possible to stay in business 
n slip away too easily in a haphazard operation, 
; matter how much fun it may seem to be working 
at way. And good work can't be done in a sloppy 
ay. 

The organization must recognize the facts of the 
anning and building operation, and provide for 
ch step to be accomplished smoothly. Responsi- 
lities and duties must be clear with regard to 
b getting, preliminary conversations, preliminary 
udies, working drawings, details, specifications, 
ds and contracts, approvals, supervision, and pay- 
ents. In addition, the office organization must ar- 
nge for the proper handling of records and files, 
okkeeping, office callers and other miscellaneous 
tivities. 

Engineering and consultation services must 

worked into the organizational procedure as 
100thly as work within the office. The contact re- 
onsibility and the follow-through responsibility 
ist be clearly defined and integrated with the rest 

the design and construction progress. 


Some method of following progress through a 


JOB 


job operation—some form of office progress chart— 
must be kept up-to-date and posted where all con- 
cerned can see it. 


5. A growing tendency in recent years has been 
the addition of “associates” to the staffs of the 
larger and medium-sized firms. In some cases this is 
merely a device to hold onto good key men and, as 
such, it seldom works. In other instances it is a 
sincere wish to allow men who are contributing more 
than routine work to the welfare of the office to 
participate in whatever profits there may be above 
normal needs. In the larger offices the move is often 
toward general profit sharing. 


6. Regular staff meetings to review work in prog- 
ress and to check on the efficiency of the organiza- 
tion are advisable no matter what the size of the 
office. 


To determine how successful offices which are ac- 
complishing good work solve these organizational 
problems, P/A has made several surveys in recent 
months. In general, it appears that the offices con- 
sciously operating under a procedure which recog- 
nizes and follows the design and building sequence 
fall into two main groups. They might be called 
the horizontal and the vertical methods of organ- 
izing the staff. 


In one case—the horizontal (Figure I)—there are 
“departments” within the office, which handle spe- 
cific duties at all times, on all jobs. There is, for 
example, the specification department, the outside 
supervision department, even in some cases the “‘de- 
sign” department—although the separation of one 
aspect of design from planning and consideration of 
materials is not a recommended practice—and there 
is, of course, the drafting room, turning out working 
drawings and details on whatever jobs are active, 
under the guidance of a chief draftsman. 


_/ CAPTAIN 
PRELIMINARY WORKING SHOP 
lion ae DESIGN |_| Praqercansal |_| sPECIFICATIONS |__| SUPERVISION |. | DRAWINGS |__| APPROVALS 


CAPTAIN 


iURE 1 
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JOB CAPTAIN JOB CAPTAIN 


WORKING DRAWINGS 


FIGURE 2 


As a job comes into such an office, it is assigned to 
a “job captain"—who may or may not be one of the 
principals in the firm—and he guides it through the 
various departments. His activities, in this case, are 
those of a coordinator, processor, and expediter. 
Obviously, this system is used most often in large 
firms, although its counterpart might be found in 
the small firm with one designer, one specification 
writer, one draftsman, one "outside" man. 


Advantages of this method of operation are that 
each employee becomes thoroughly familiar with his 
job, standardization of oft-repeated details is pos- 
sible, and a regular system of operation and flow 
of work can be maintained with little lost time. 
Disadvantages are that men become stuck in perhaps 
unpleasant routines, design methods tend to become 
stereotyped and repetitive, and—most important in 
a business sense—a slackening up of the flow of 
work can throw the whole organization out of whack. 


The other—the vertical—method of doing work 
(Figure 2) tends.to recognize each “job captain" 
as an architect handling his own job with the office 
personnel at his disposal and the advice and counsel 
of the other principals and job captains always 
available. The job captain actually runs the job, 
drawing into his staff whatever personnel for pre- 
liminary design, drafting, detailing, specification and 
supervision he finds necessary to supplement his 
own efforts. The “chief draftsman” is, in this case, 
the coordinator of work in his jurisdiction, which is 
directed by several “captains.” 


Advantages of this system are that job captains 
develop more rapidly into fully responsible and com- 
pletely capable men—and take a great deal more 
interest in their work, since their responsibilities 
are greater. In some firms queried, it appears that 
the person running a job operates very nearly as 
as independent architect—with frequent staff meet- 
ings coordinating activities in the office and main- 
taining standards. Another advantage lies in the fact 
that an office so organized can expand or contract 


more readily as volume of work varies—personnel 
tends to become more flexible in its adaptability to 
situations. The disadvantages of this system are that 
control by the principal or principals may be lost— 
the quality of design (in the broad sense) on any 
particular project may depend to an extent on the 
person running it, and work turned out by the office 
may be spotty. Also one “captain” may be efficient 
as a job organizer and another relatively inefficient, 
and such constants as office overhead and drafting 
time may vary greatly from job to job, making 
budgetary control difficult. 


Not all offices, of course, follow rigidly one or the 
other of these main patterns of organization. In 
some instances successful architects have indicated 
that they find it best to have some work depart- 
mentalized while the main drafting room and some 
other phases of the work may be divided into smaller 
groups operating under the direction of the indi- 
vidual job captains. 


Another deviation from the two principal methods 
of organizing is often found: the separation of resi- 
dential design from other work in the office. In order 
not to involve this work with the overhead charges 
of the rest of the operation, many of the offices 
queried said that they have set up a different opera- 
tional procedure for it (see the FIELDS OF PRAC- 
TICE study in the October P/A for discussion 
of how this work can best be handled) in some in- 
stances amounting to a separate office under the 
control of one or two men who do everything fror 
client contact to supervision. 


Apparently there are many personal variations pos- 
sible in the method of organizing the office. However 
all of the successful offices agree on certain things 
First, of course, that some method of operating 
effieiently and consistently is needed. Second, tha! 
all employees must be given a feeling of contributing 
to a complete design process, with some degree o! 
responsibility, rather than being cogs in a mechani 
cal wheel. Third, that discussions, group decisions 
and cooperation must be fused into whatever methoc 
of producing the work is decided on. (One surve) 
indicated that 64 percent of the offices arrived a 
important decisions after group discussions; in les 
than eight percent of the firms, one man was thi 
dictating “boss.”) The old days of all importan 
decisions coming from the front office, with th 
drafting room merely a mechanical drawing an: 
tracing department are almost gone, our survey 
indicate. As an example, an attempt to determin 
how many individuals have some part in decision 
on use of materials and items of equipment indicate 
that men working on preliminary designs, me 
working on details, specifications, or even checkin 
shop drawings, and men supervising construction 2 
the site all had some say, as their turns came an 
in group conferences, in this important matter. 


Note. Articles which will follow in this series will deal with the architect's organizational relation to con- 
sulting engineers and other consultants, with the use of "associates" in many offices, with questions 
of partnership, and various other phases of the office organization. The surveys oí the profession re- 
ferred to in the article above are continuing: contributions to the discussion will be welcome from firms 
which have worked out procedures from which others—and architecture in general—might benefit. 
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Materials and Methods F 


SPECIFYING 
KITCHEN EQUIPMENT 


for mass feeding 


THE PROBLEM. Many types of buildings now require 
kitchens and eating spaces for the feeding of groups of 
people. Among the structures which an architect may be 
called on to design, and which will require some knowledge 
of the layout and equipment involved, are hospitals (see 
P/A, November 1947), schools, prisons, industrial plants, 
church meeting halls, community centers, and, obviously, 
restaurants and hotels. The problem will vary greatly 
among these diverse types. Institutional buildings will 
have an emphasis on health and comfort; while the budget 
must be kept in mind, hospital feeding arrangements, for 
example, will be considered primarily from the point of 
view of patient care and recovery. Commercial installa- 
tions, on the other hand, may be concerned above all with 
efficiency and the most careful use of space. In all cases, 
ease of maintenance will be an important factor. 


The type of equipment selected for cooking will be in- 
fluenced largely by the method of serving. Cafeterias and 
other self-service arrangements require one sort of kitchen 
equipment; dining rooms with full service another. Short- 
order equipment is a field in itself. Food served at a dis- 
tance from the preparation space (as at a hospital 
patient's bedside) raises special problems in cooking, serv- 
ing, and dishwashing. 


Loeation of the food-dispensing unit in relation to sup- 
ply of goods is another factor which will influence selec- 
tion of equipment; not only the obvious items such as 
storage racks, refrigerators, etc., but even the pieces of 
equipment which are used in final preparation are affected 
if not determined by such matters as whether meat is 


1. Cooking space of the kitchen in the Dan Clark Restaurant, 
South Bend, Indiana, Andrew A. Toth, architect. Fryers and 
ranges are Edison Hotpoint equipment, electrically operated as 
is miscellaneous cooking equipment on stainless steel counter 
at left. 


2. Serving area in hotel kitchen, with bain marie set into 
stainless steel counter top. Installation by John Van Range Co., 
Cincinnati, Ohio. 


3. Main kitchen in the Terrace Plaza hotel in Cincinnati, Ohio, 
serving both hotel dining room and Skyline dining room. 
Skidmore, Owings and Merrill, architects. The installation, 100 
percent stainless steel, is by the John Van Range Co. of 
Cincinnati, Ohio. 


4. Coffee service, Mayflower Hotel, Washington, D. C. Stain- 
less steel installation by Nathan Straus-Duparquet, New York, 
N. Y. 
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delivered in bulk and stored until it needs to be cut or 
whether it is delivered processed. 


As in the case of any other design problem, the designe: 
must study his program carefully (in many instances 
develop the program for his client) before he begins plan 
ning, thinking of equipment, or even seeking specialize: 
advice. 


THE FUNCTION. No matter what the particular re 
quirements of a problem are, there is a certain routine 
of operation which must be followed in the storage, prepa 
ration and serving of food in quantities. These function: 
are telescoped in the case of a short-order restauran 
(most efficiently concentrated, perhaps, in railroad dininj 
cars) and clearly marked apart from one another i 
space allocation for a large institutional kitchen-dinin; 


room. 
Vulcan Multiple Heat Conduit bake oven. Each deck is The principal functional divisions are: 
a complete oven, tile lined, with flow of gas-fired heat 1. Receiving 2. Preparation 4. Serving 
directed by multiple conduits to all parts of oven. Standard and storing 3. Cooking 5. Dishwashin; 


Gas Equipment Corp., Baltimore, Md. 

: There are many subdivisions and variations possible with 
in these main categories. One institution may requir 
careful weighing, checking and sorting and separat 
storage of goods received; another facility may mak 
this operation a very simple one. There is often a distinc 
tion between bulk storage and day storage. Preparatio 
spaces may mark a distinction between vegetable an 
meat preparation, and may even add special preparatio: 
spaces for salads, desserts, baked goods, or such thing 
as special diets. Cooking may be of such quantity tha 
separate spaces—or at least equipment— must be set asid 
for frying, broiling, stewing, etc. 


Service space will depend entirely on the method o 
delivery of the food to the consumer, and may vary fro: 
the direct chef-to-diner method of small restaurants to 
complicated process which requires bain maries, stear 
tables, or even heated food trucks. Dishwashing ma 
j range equally in scope; it is important to note that eve 
B in the smallest and simplest installation this functio 
should be kept separate from the preparation of foo 
and should include convenient storage for clean utensil: 


CONSULTATION. Unless the architect has had enoug 
experience to consider himself an expert—and recer 
Electrically heated bake oven. Hotpoint, Inc., Chicago, III. enough experience so that he is thoroughly familiar wit 
improvements in operational methods and available equi 
ment—he should obtain advice from an expert at th 
preliminary planning stage. Any of the large kitche 
equipment manufacturers will give objective advice an 
there are several independent food service consultant 
whose advice can save the architect many times their fe 
For an inexperienced designer, any rule of thumb spac 
allocation is dangerous—the actual space needed for th 
proper translation of the program may vary sever: 
hundred percent because of special requirements, need fc 


Vulcan fryer. 18 gage sheet Hotpoint electrically operated fry 
steel body, multiple gas Equipment is now made for i 
Bank of four #959 Blodgett roasting ovens, at Hunter College, N. Y. burners. Standard Gas stallation in tight-fitting bank 
(Used originally as a Waves' Training School, then for U. N. meetings, Equipment Corp., Baltimore, with base adaptable to floor co 


now to feed students.) G. S. Blodgett Co. Inc., Burlington, Vt. Md. dition architect designs. 


flexibility, location, shape of available space, or other 
factors. Only an actual layout, with the required equip- 
ment spotted, can determine the space needed. 


EQUIPMENT. There are literally hundreds of items of 
kitchen equipment for mass feeding. In general, there are 
those items of equipment which are loose, or which require 
only the simplest fastening in place or building in—such 
things as mixers, choppers, tables, etc. Then there are 
the major items which are delivered to the job complete, 
but which require additional construction to make them 
function properly. Ranges, fryers, broilers and steamers, 
for instance—the most important pieces of cooking equip- 
ment—require not only utility connections for their oper- 
ation, but proper provision for drainage and for ventila- 
tion. Finally there are many pieces of equipment which 
can be completely built-in—detailed and specified by the 
architect. Such items might include fixed tables, some 
sinks, storage racks and shelves, counters, cabinets, walk- 
in refrigerators, etc. 


SPECIFICATION. Manufactured items which will be 
delivered to the job ready for installation can well be 
specified by brand name. The architect should remember 
that this procedure (recommended now by Small and 
other advocates of the "streamlined" specification method) 
does not relieve the specifier of his responsibility to his 
client—it is not a way of avoiding the need for technical 
knowledge, but rather it is an implied statement that the 
architect has satisfied himself that the brand he specifies & 
is the best available item within the budget requirements, 

and will, if properly installed, fully meet the requirements 

of the program. Substitutions should then be allowed only 

if it can be demonstrated that the suggested alternate 

brand does its job equally well for the same cost. 


Bank of Vulcan ranges in Sheraton Belvedere Hotel, Baltimore, Md. 
Heavy-duty equipment comes in black "Vulcador" finish on sheet steel; 
restaurant equipment is available in stainless steel. Standard Gas Equip- 
ment Corp., Baltimore, Md. 


Other specified items, however, must be covered in detail. 
Equipment which will be made on the job or in the shop 
can make or break a good kitchen, and the specification 
is important. The following specification example by Ben 
John Small for the office of Alfred Hopkins and Associates 
(a firm which has had long and extensive experience in 
kitchen design) covers some of those items which must 
be specified in detail. 


Not illustrated in the sample which follows are paragraphs 
dealing with WORK INCLUDED, QUALIFICATIONS 
OF BIDDERS (Mr. Small recommends a five year demon- 
strable experience in the field), SHOP DRAWINGS (for 
all work; if services have been roughed in, shop drawings zx » . . . 
must show actual measured conditions), VERIFYING Short-order" electrically operated makes it possible to have many 
CONDITIONS, DELIVERY AND INSTALLATION, cooking surfaces in small space. Hotpoint, Inc., Chicago, lll. 
CUTTING AND FITTING, IDENTIFICATION, TEST- 
ING, INSTRUCTIONS FOR OPERATING EQUIP- 
MENT (dimensional prints, data sheets, instructions, 
demonstration if required), CERTIFICATES, FINAL 
CLEANING, ETC. Nor do the specifications which follow 
include standard manufactured items which may be 
named safely by brand. 


New piece of restaurant 
equipment is the Vulcan 
"Flavorizer", designed for 
visible cooking. Radiant 
heat surfaces seal and cook 
foods which revolve on 
various types of spits and 
holders as they broil or 
roast. Standard Gas Equip- 
ment Corp., Baltimore, Md. 


Pressure type steam cooker, manufactured by John Van 
Range Co., Cincinnati, Ohio. Furnished in hot-galvanized 
boiler plate or stainless steel. Electric time clock system 
controls time of cooking, lights indicate steam in com- 
partments. NOVEMBER, 1948 81 
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Streamlined 


Specifications EQUIPMENT FOR LARGE KITCHENS 


By BEN JOHN SMALL Another in P/A's series of examples of streamlined specifications, these constitute a por 
the complete kitchen spec for an actual job, a large institution in New York City. They 
Associate, Alfred Hopkins been edited to make them generally applicable to large kitchens of all types. The ; 


presented here deals only with items that are ordinarily specially builtin for each job: lis 
schedules of standard manufactured items are omitted because they vary widely from 
job. For a discussion of manufactured equipment see preceding pages. 


& Associates, Architects 


MATERIALS, WORKMANSHIP AND INSTALLATION Space Tor notes, addenda, change 


1. MATERIALS 
(a) General—Materials: new. Sheets: free of buckles, warps, surface imperfections. 


(b) Stainless Steel—Republic Steel Corporation's "Enduro 18-8" or United States Steel 
Subsidiaries’ "U.S.S. 18-8" or American Rolling Mills Company's "Armco Type 302." 
Finish: 4, unless otherwise specified. Hand ground finishes: not acceptable. Protect 
ss until ready for use. Remove protection when directed. 


(c) Monel Metal—Where ss is specified herein, monel metal containing approximately 
2/3 nickel and 1/3 copper may be used in lieu thereof, excepting where food is 
actually in contact with it during cooking. Thickness and finish: same as ss. 


(d) White Metal—Where specified, white metal (nickel silver) casting is intended; of 
corrosion resistant quality, to contain not less than 30 percent nickel. Castings: 
rough ground, polished, buffed to bright lustre, free from pit marks, runs, checks, 
burrs; other surface imperfections. Low nickel-content white metal turning yellow on 
exposure to atmosphere: not acceptable. In lieu of 30 percent nickel alloy white 
metal casting, "18-8" ss castings: acceptable. 


(e) Cast Stainless Steel—Contain minimum of: 18 percent chromium, 8 percent nickel, 
with maximum of 0.12 percent carbon; rough ground, polished, buffed to bright 
finish, free from pit marks, runs, checks, burrs; other surface imperfections. 


(f) Galvanized Iron—American Rolling Mill Company's "Armco Ingot Iron” or Republic 
Steel Corporation's galvanized "Toncan Iron." 


(g) Color of equipment of any nature: as selected. 


2. WORKMANSHIP 


(a) General—Workmanship: best of respective kinds. Labor: performed in thoro, work- 
manlike manner by skilled mechanics of trade. Unless otherwise specified, joints in 
ss work: electrically welded, ground smooth, polished. 


(b) Stainless Steel Pipe And Tubing—Seamless or welded, of gage specified, of true round- 
ness; thoroly, properly annealed, pickled, ground smooth. Welded tubing: thoroly heat- 
treated, properly quenched to eliminate carbide precipitation, drawn tube to size and 
roundness; ground as required. Tubing exposed to view: give final grind, of 180 
grit emery. 


(c) Welding: 


1. Do in thoro manner, with welding rod of same composition as sheets or parts 
welded. Welds: strong, ductile, with excess metal ground off; grind, polish joints 
smooth to match adjoining surface; make welds free from imperfections, such as 
pits, runs, spatter, cracks; have same color as adjoining sheet surface. Joints in 
fixture tops, tables, drainboards, exposed shelving, sinks and the like: weld in 
watertight sanitary manner by any accepted process, excepting carbon arc-welding. 


2. Butt welds: made by spot welding straps under seams, filling in with solder; 
grinding: not acceptable. It is intention that welded joints be homogeneous with 
sheet metal itself. Any form of welding permitting carbon pick-up: not acceptable. 
Where sheet sizes necessitate joint, weld such joint. Fabricate fixture tops in 
factory with welded joints to reduce field joints to minimum. Where fixtures join, 
fabricate such fixture tops continuously with welded joints, except in case of field 
joints. Closely butt field joints; pull together, neatly, closely rivet. Place counter- 
sinks on top of drilled holes; fill in with riveted shank; grind smooth to present 
finish continuous with adjoining material, 


3. Fixture tops: of maximum length, with welded factory joints to permit bringing 
fixtures to final positions in order to reduce field joints to absolute minimum. 
Wherever welds occur on surfaces not finished by grinding or polishing, coat 
such welds and accompanying discoloration in factory by means of metallic base 
paint to prevent possibility of progressive corrosion of such joints. 
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. INSTALLATION 


(a) 


(b) 


(c) 


(d) 


Bumpers—Provide movable equipment with two 3" long, 11⁄4” diameter, 12-gage ss 
tubing spacers, weld to back; provide live rubber bumpers. 


Electrically Operated Equipment—Submit in triplicate, within 90 days after Contract 
award, list of electrically operated equipment proposed to be furnished, installed. 
Give equipment name, installation location, voltage, control type, and any other 
information required to permit Electrical Contractor to provide proper wiring. In 
event improper wiring is installed due to failure of Contractor to submit correct data, 
provide proper wiring at no extra cost to Owner. List shall state if electrical control 
is mounted on machine or equipment, built in as part of equipment, or for wall 
mounting. 


Motors ¥2 hp and above: 208 volt, 3 phase, 60 cycle. Motors below V2 hp: 110 volt, 
single phase, 60 cycle. 


For kitchen equipment, motors may be of manufacture other than required for 
balance of Contract. Provide motor-operated kitchen equipment with proper starting 
equipment, overload protection, disconnecting means. Disconnecting means and 
starting equipment may be combined; of toggle switch type, have thermal overload 
protection if motor is less than ¥% hp or designed for across-line starting without 
injury. For motors V2 hp and above or if not especially designed for across-line start- 
ing, control: consists of resistance starter, push button station, De-Ion circuit breaker; 
mounted in one cabinet, externaly operable. Use standard cabinets, as approved. 
Portable equipment: have ground wire, plug for receptacle type installed. 


. REQUIRED SAMPLES 


(a) 


Submit samples oí materials described herein as determined. 


ESCRIPTION OF EQUIPMENT 


SINKS 


(a) 


(b) 


(c) 


(d) 


(e) 


(f) 


(e) 


(h) 


(i) 


i) 


k) 


Sinks: Except as otherwise specified, 12-gage ss, having front, bottom, rear, splash- 
back, of one sheet of material. Front: extend up 3” higher than drainboard lines; 
fit with 1%” rolled sanitary curb, running full length, with sink ends constructed 
for welding to drainboards. Where drainboards are required, make right angle weld 
to sink body. 


Where sink is free standing unit without drainboards: continue rolled edge around 
both ends with corners of rolled edge rounded to conform with radius of inside 
vertical sink corner. Weld corners. 


Extend rear or splash-back to 12" height above drainboard line, with 2%” return to 
wall, with top edge bent at 30 degree angle. 


Weld sink ends to sink body with all vertical and horizontal corners formed on 1¥%” 
radius. Construct top edge terminating at drainboard line so that drainboards may 
be welded at this joint and work appears as integral unit. 


Construct splash-back so that work appears as integral unit. Crease sink compart- 
ment at center; fit with 2" quick opening lever handle poppettype waste outlet, of 
best grade brass, chrome-plated. Fit waste outlet top with removable, perforated, ss 
strainer. Waste outlet bottom: construct with boss at rear, properly thread for recep- 
tion of male connection for connecting to overflow. Furnish overflow with sinks, and 
as specified herein. Construct waste outlet bottom with 2" standard size male thread. 


At top center of rear sink, 2" below drainboard line, provide brass, chrome-plated 
overflow strainer, elbow. 


Connection between overflow and waste outlet will be furnished by others. Where 
overflow strainer is screwed into elbow between sink back and elbow face, provide 
gasket white leaded, to make tight sanitary connection. 


Where waste outlet is specified: pass to underside of sink bottom with gasket similar 
to that specified herein; hold in place with countersunk 3/16" ss bolts, lock washers, 
nuts; in manner to make waste outlet easily removable. 


Where steam injector is specified: supply to each compartment, V2" brass, chrome- 
plated manifold, with brass, chrome-plated angle trough for control. Manifold: consist 
of necessary nipples, T and elbow, with connection at rear and front, extending to 
sink side; connect to fitting, weld to sink proper, which shall have male thread on 
exterior for above connection and female thread on interior with plug and orifice to 
allow steam to enter sink compartment. 


Fit sink undersides at corners with 12-gage ss gusset plates, stamped out by die 
in one operation for reception of legs. Weld gusset plates to sink bottom. 


Where chair carriers are specified for sink supports: provide 12-gage ss channel, 2” 
wide, 1” high, extending from front to back of sink underside with ends totally enclosed 
with same material; weld corners. Weld this entire channel to sink bottom so that it 
will be scribed to creased bottom and have one level line; weld tight to sink bottom. 


Space for notes, addenda, changes 
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q) 


(m) 


(n) 


(o) 


Where gusset plates are required: furnish necessary lY4" pipe size ss tubular legs, 
fitted at bottom with cast, white-metal, chrome-plated, adjustable feet, having adjust- 
ment of at least 1". Where adjustment is made, hold same in place with Allen-head 
Screws. 


For two- and three-compartment sinks: construct each compartment as individual bowl, 
each having separate ends welded in. Cover spaces which remain open at front, 
bottom, and rear with 12-gage ss band; weld to sink body. Where sinks are required 
to set into counter tops, sinks: have raw edge around top; cut out counter top or 
table to receive sink, which shall be welded thereto. 


Where sinks are specified to be kept 3" away from walls: extend splash-back at 
sink rear up to height of 3" above drainboard line; provide rolled sanitary curb 
running full length around entire unit perimeter identical to that specified for front 
so as to line up with roll on drainboards; when assembled work shall appear as 
integral unit. 


Where sinks are specified to be mounted: install carriers of "Zurn" type. Exposed 
chair carrier surfaces: construct of rugged design, extra-heavy, cast iron, to properly 
support units. Chair carriers: ground smooth, copper nickel chrome-plated, to match 
ss unit it supports. For large two compartment sinks: provide set of chair carriers 
under each unit or compartment; mount sink on carriers to allow 3" clearance between 
units and walls, where specified. 


Space for notes, addenda, change 


DRAINBOARDS 


(a) 


(b) 


(c) 


(d) 


Drainboards: 12-gage, ss, 3" turned up edge at all sides except where shown adjacent 
to walls. In such cases turn up 12" with 2¥2” return; top beveled at 30 degree angle, 
similar to that specified for "Sinks." Balance: have rolled sanitary curb extending 
length of top with interior and exterior vertical bends and corners rounded on 1%” 
radius; weld joints. Corners, where not adjacent to building walls: rounded on 
radius to conform to corners specified above. 


Where above is adjacent to walls: provide splash-back same as specified for "Sinks." 
Drainboards: weld to rolled edge splash-back omd sink body. 


Support drainboards, where required, on "Zurn" carriers, or ss tubular legs, as 
specified herein. 


Where shelves are required under drainboards: support on 11⁄4” pipe size, ss tubular 
legs, same as specified for "Sinks." Furnish and set undershelf 12" above floor. 
Undershelf: adjustable, of 1%” pipe size ss framing, extend around undershelf 
perimeter, weld to vertical pipe legs to form cross bracing. Weld these to bosses 
of bushings, construct to fit over vertical legs. Weld bosses or bushings to cross 
framing. Fit with Allen-head set screws to make undershelf adjustable. Running 
from front to back, provide 1” pipe size, ss shelf stretchers fitted, welded to 11⁄4” 
frame around frame board perimeter. Space ss stretchers 4V2" on centers. 


METAL TABLES 


(a) 


(c) 


(d) 


(e) 


Table Tops: 10-gage ss, with 175" rolled sanitary curb extending around top perimeter; 
corners: bull-nosed or on 212" radius where indicated or specified; continuous weld 
at joints. Where indicated or specified with splash-back: provide 1" return at top, 
with ends closed: in same material; weld joints. Finish off splash-back end with end, 
even with roll. Mount top on ll2" by 1%” by Y%” ss angles. Extend around top 
perimeter; weld joints; provide cross braces running from front to back of same 
material; weld space 2’-6” on centers. 


Where drawers are indicated or specified: framing for supporting drawers may con- 
stitute reinforcing angle from front to back. Table top: held in place with l4" ss 
threaded bolts set into angle framing. Angle framing: drill, tap, set bolt into rolled 
edge, tighten, lock in place with ss nuts. On underside of this angle framing, provide 
ss bushings depth of roll, weld to this frame to receive tubular legs. Bosses or castings: 
weld, drill for reception of Allen-head screws to hold legs in place. 


Provide 114” diameter pipe size ss tubular legs fitted at bottom with cast, white-metal, 
chrome-plated adjustable feet, with adjustment of at least 1". Where adjustment is 
made: hold in place with Allen-head screws. Legs: cross braced 1’-2” from floor by 
means of outside framing, of ll4" diameter ss legs similar to those specified for 
vertical legs, weld to bosses or bushings of ss; construct to set on exterior of vertical 
tubing so that they may be held in place with Allen-head screws, be adjustable. 
Provide 144” ss pipe stretchers from front to back, weld to cross bracing; space 412" 
on centers. Tubing: weld to 114" frame, make so that entire table unit is integral part 
of same, of rigid construction and identical to undershelf specified under "Drainboards." 


Each Drawer: 1’-10” wide, 2’-0” deep, 5” high. Drawer bodies: 18-gage ss with 
horizontal, vertical bends on 1%” radius; weld joints. Drawer front: 10-gage ss with 
bodies spot welded to fronts. Furnish drawer fronts with cast, white-metal, chrome- 
plated off-set pull handles. Provide drawers on interior with stop at rear to prevent 
drawer from falling out of slides. Provide each drawer with flush type Yale, Corbin, 
Eagle or approved equal lock, with three keys to each drawer; total of 6 master keys. 


Construct drawers to operate on 18-gage ss channels full drawer height, fasten to 
angle iron frame work. Drawer: operate on roller bearing sheaves. 
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FOOD AND DISH WARMERS 


(a) 


(b) 


(c) 


(d) 


(e) 


(a) 
(h) 


Tops: 10-gage ss, with rolled sanitary curb 1%” around entire top perimeter. Corners: 
bull-nosed or on 242” radius as specified in individual items; weld joints. Where unit 
is specified to set against wall and provided with splash-back, install 1” return to 
wall at top, ends. Terminate ends even with roll; weld joints. 


Support tops on body enclosing front and ends: construct of 18-gage ss to conform to 
perimeter of inside roll of top. Where ss sliding doors are specified on one side only: 
enclose rear with 18-gage ss. Where 2Y2" radius is specified: round body to conform 
to top radius; weld joints, corners. Cover exterior or body joints with 12-gage ss band 
with concealed construction. Tops: in one piece. If field joints are required, weld 
on job. 


Fit unit interior with bottom and intermediate shelf of 16-gage ss. Construct to set 
into 112" by 112" by Ye” ss angles extending around perimeter so that shelves are 
removable. Turn down shelves 1⁄2”. Provide 34" diameter perforations spaced 342” 
on centers. Warmer bodies only shall not have bottom on any part of this fixture; 
shall remain open only when unit is furnished with legs. Where unit is to be mounted 
on masonry bases: furnish 16-gage ss bottom. 


Furnish heaters or food-warmers with sliding doors, of pan-type, roller bearing. 
Doors: 16-gage ss with indented cast Corbin or approved equal chrome-plated door 
pulls. Mount and support on roller bearings, overhead type. Operate rollers of 
roller bearing type on ss bands, securely fastened to warmer inside top section. 
Fit doors with V2" return all around; weld corners. In bottom, provide ss bands with 
Ss spacers securely fastened in tight, workmanlike manner; provide guides or tracks 
at bottom of doors which shall be open at bottom to allow dirt to fall thru. 


Warmer Interiors: unless otherwise specified, fit underneath bottom shelf with 4 
strand 34" brass seamless steam coil each provided with Robert-Shaw model TS or 
approved equal chrome-plated thermostat, high pressure type, for pressure which will 
be used in this area, complete with necessary lock washers, nuts, with connections 
from thermostat to coil which shall be furnished by this Contractor. 


Where specified, provide pipe space for valve compartments as part oí fixture, 1'-4" 
wide by full depth, enclosed at rear and both sides; construct as integral part of unit, 
fit on front with 16-gage ss pan-type door, having 1” return and l2" return forming 
channel; weld corners. Construct to set flush with fixture face when assembled. 
Fit door with chrome-plated Bommer or approved equal spring hinges and Maritime 
drop-chrome-plated brass eyelet pull for opening. Valve compartment bottom: entirely 
open. 


Mount unit on masonry bases furnished and installed by others. 


Where Bainmarie and sinks are specified to set into table tops: cut out such tops for 
proper sink size or Bainmarie. Weld Bainmarie or sink to table top. 


CONTAINER TABLES (SOILED AND CLEAN DISH BATH) 


(a) 


(b) 


(c) 


(d) 


(e) 


(£) 


{g) 


Construct top of 12-gage ss, with vertical, horizontal corners having 1%” radius; 
weld joints. Turn up edge 3” at all sides with 1%” rolled sanitary edge extending 
around entire table top perimeter with rolled edge rounded on radius to conform to 
radius of corner; weld. Where entering machine it shall be turned down 144” into 
machine in such manner as to make tight, sanitary job. 


Where specified, cut out top, fit with swill sink extending full table width, 12" wide, 
12" deep. Furnish welded sink to this cutout in table. Construct sink of 12-gage ss 
having horizontal, vertical corners welded on 11⁄4” radius. Fit sink in bottom with 2” 
brass, chrome-plated, waste outlet, securely fastened to sink underside in tight, 
sanitary manner. Fit sink interior with 18-gage ss, perforated swill baskets having 
1” legs at bottom; weld corners; vertical, horizontal corners: 1¥%” radius. Top edge: 
hem over ¥%” by ss band extending around perimeter of this basket, spot weld to 
same. Fit sink interior with two ss drop panels. Sink: have Y$" diameter perforations, 
space 1” on centers. For top, provide slotted removable 12-gage ss top to match 
table thickness, with slot 1" wide, extending from front to back, with 1" blank space 
at each end. Top: be removable, construct to set flush with table top proper. 


Cut out table where specified: furnish rubber scrapping coppers. Where cutout in 
table is specified: fit with 1” high 12-gage ss collar; weld to cutout in table top. 


Except as otherwise indicated, construct tables to set approximately 2” clear, away 
from walls, 


On table underside, weld channels 5” wide, having 1” webs, with edges filed smooth, 
running from front to back, of 12-gage ss, similar to those specified under "Sinks." 
Provide ss gussets, 1⁄4” ss pipe legs with cast, white-metal, adjustable feet, same as 
described under "Metal Tables.” 


Cross brace tables with 114” ss tubing, with cutout for garbage cans. Bracing: 
welded. 


Except for specified differences, construct tables in same manner as described under 
"Metal Tables.” 


Space for notes, addenda, changes 
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EXTERIOR shows building just before completion. 


Air Photos t Adv. Inc. 


UMBRELLA ROOF TRUSS’ 


Reduces Cost, Increases Bay Dimensions 


FRERET & WOLF, Architects 


In designing a new warehouse and manufacturing plant 
for the Ware Cotton Batting Co., of New Orleans, the archi- 
tects and engineer were faced with the problem common to all 
building construction today: how to keep cost to the minimum. 
At the same time, larger bays than usual would solve some 
of the owner’s difficulties, and as high a natural lighting 
intensity as possible was desirable. The illustrated one-story 
building, which has concrete block walls, steel framing, pro- 
tected-metal roofing, corrugated glass skylights, and is 
equipped with a complete sprinkler system, cost approxi- 
mately $170,000 (total). It was completed early this summer 
and contains 39,000 sq ft of floor space; construction cost 
approximately $3.75 per sq ft. 


The chief saving was in structural steel; about 5 lbs per sq 
ft were used as compared to a customary 7 to 10 lb. For 
this, the roof truss design* was largely responsible; but in 
addition, truss design was studied in conjunction with end 
wall design and with the type of roof surfacing employed. 
To quote the designers: 


“A sloping roof is less expensive than a flat roof. In most 
sloping roofs with any appreciable span, however, the end 
walls of the building attain greater average heights than 
corresponding walls of a flat-roof building and the cost of 
these walls partially offsets the saving in the roof. In the 
case of the balanced slopes of the ‘Umbrella’ pattern it is 
considered that the average area of the end walls more nearly 


*PATENT PENDING 


WILLIAM H. CREIGHTON, Structural Engineer 


approaches the area and the cost of the end walls of a fla: 
roofed building. With added height of a parapet for a flai 
roofed building the end walls for the ‘Umbrella’ pattern ma 
even have less area. 


“All skylights are incorporated in the same plane as th 
corrugated roofing; thus the roof area has been held to th 
minimum. 


“Of special significance is the column spacing. The norm: 
span of the ‘Umbrella’ truss is about 43 ft. The span c 
the Warren truss (which runs at right angles to and support! 
the ‘Umbrella’ trusses) may be 80 ft or more. ‘Umbrell: 
trusses, therefore, more than double the customary 20 : 
between conventional trusses, with consequent reduction « 
interior column obstructions and lowered cost for colum 
footings; and the over-all weight of structural steel is r 
duced by eliminating practically half the conventional numb: 
of longitudinal trusses as well as the greater part of tl 
eross-bracing. 


“For a commercial or industrial building this roof structu 
provides controllable ventilation, a heat-insulated and fir 
resistant roof covering, liberal roof drainage, abunda: 
natural interior lighting, unusually wide column spacing 
and at the same time it requires minimum quantities 
building materials—and the materials used are economic 
in today's conditions." 


AVERAGE DAYLIGHT 
INTENSITY CURVE 


WAREHOUSE 
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[Materials and Methoc 


/| saves oce 


"Umbrella" roof illustrated was designed for the follow- 
onditions: 


Load srama siae 20 Ib/sq ft horiz. projection 


of Sheeting 
rrugated Glass. 
inkler System... 
ntilators 
ight of purlins 

ight of 5" and 8” l-beams 

tter (concrete at gutter purlins) 

Corrugated sheeting ..5 Ib/sq ft sheeting area 


5 Ib/sq ft roofing area 
— á 9 Ib/sq ft glass area 
5 Ib/sq ft horiz. projection 
200 Ib each 


/ermiculite ...Average thickness 2" 
Naterproofing or 

Composition roofing... sese 6 Ib/sq ft 
NVater.... Average 1” depth over gutter area 


1l Loads Crane rails to carry moving 


load of 3000 Ib 


live load was principally wind load, allowable steel stress was 
wed by 33 percent. 


hting calculations are based on a source brightness of 
> per sq ft at the inside surface of the glass in the 
its; this would be produced by an outdoor sky bright- 
f approximately 1000 foot-candles. Ventilation, using 
und vents, is designed to produce 5 air changes per 
hroughout the plant. 


I WAREHOUSE T 


E. Franck l 


Chas. 
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Manufacturers’ Literature 


Editors’ Note: Items starred are particularly 

noteworthy, due to immediate and widespread 
* interest in their contents, to the conciseness 

and clarity with which information is pre- 
sented, to announcement of a new, important prod- 
uct, or to some other factor which makes them es- 
pecially valuable. 


AIR AND TEMPERATURE 


1-205. The Agitair (Bul. RTC101), 6-p. 
bulletin describing a flush-type air dif- 
fuser for use in acoustical tile ceiling. 
Installation charts, patterns for air dis- 
tribution problems, data. Air Devices, 
Inc. 


1-206. Dry Type Electronic Air Filter 
(Bul. 257) (100H-48-C), 12-p. bulletin on 
an electronic precipitator; ionizing unit 
eliminated; electrostatically charged 
Airmat paper increases cleaning effi- 
ciency. Design features, voltage re- 
quirements, specifications, installation, 
capacity and dimension chart. Other 
types of air filters. American Air Filter 
Co., Inc. 


Two 8-p. booklets on advantages and 
properties of radiant glass heat panels 
with thermostatic control. General data, 
installation cost, operation, mainte- 
nance. Continental Radiant Glass Heat 
Corp.: 


1-207. The Birth of a New Sun. 
1-208. The Birth of a New Sun. 


1-209. Even-Ray Coil Mat, loose sheet 
on radiant heating system claimed to 
save 75% labor now required to install 
customary sinuous coils. Advantages, 
comparison chart, typical installation, 
layout diagram. Even-Ray Co. 


Two illus. catalogs on heating and cool- 
ing coils with new plate type ripple- 
fins. General, detailed data, dimensions, 
specifications, ratings, pipe selection 
chart, steam pressure tables. McQuay, 
Ine.: 


1-210. McQuay Heating Coils, 
30-C-4 (Cat. 300). 


1-211. McQuay Cooling Coils, AIA 30- 
C-4 (Cat. 400). 


Three loose sheets on gas circulators 
and heaters: fan, wall types. Sizes, 
capacities, dimensions, specifications, 
safety features. Peerless Mfg. Co. 


1-212. Peerless Gas Circulator, AIA 29- 
D-2 (C48ARCH). 


1-213. Peerless Fan Type Gas Unit 
Heaters, AIA 30-C-1 (UH48-ARCH). 


1-214. Peerless Wall Type Gas Radiant 
Heaters, AIA 29-D-2 (WH48-ARCH). 


1-215. Young Heat Transfer Products 
(Cat. 148) (FA-10M-348), 20-p. illus. 
catalog describing line of industrial 
heat transfer products, including con- 


AIA 
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vectors, unit heaters, air conditioning 
equipment, radiators, etc. Descriptions, 
general data. Young Radiator Co. 


CONSTRUCTION 


3-24. One Metal Roof for the Life of 
Your Building, AIA 12-C, 25-p. booklet 
on Monel roofing sheet. Description, ad- 
vantages, installations. International 
Nickel Co., Inc. 


3-25. Dry Brick Walls, AIA 5-A, 16-p. 
booklet on workmanship and proper de- 
sign required to insure dry brick walls. 
Photos, directions, bibliography. Louis- 
ville Cement Co. 


3-26. Metlwall (19a/6), 16-p. illus. cat- 
alog on movable steel partitions and 
panelings for interiors. Typical installa- 
tions, sections, elevations, specifications. 
Also standard accessories. Martin-Parry 
Corp. 


3-27. Teco Split Rings, 4-p. bulletin on 
split ring connectors. Advantages, cost 
comparisons. Other products include 
shear plates, toothed rings, spiked grids, 
framing anchors, etc. Timber Engineer- 
ing Co. 


DOORS AND WINDOWS 


4-146. Insulation by Reflection, 8-p. 
booklet on aluminum venetian blinds. 
Description, advantages. Aluminum Ve- 
netian Blind Co. 


4-147. Wright-Roller Door, 4-p. 

folder, including three loose 

sheets, on new sliding door, with 
plywood or asbestos fiber board panel- 
ing, for closet or cabinet. Drawings, 
sections, dimensions, comparative cost, 
advantages. Bowers Bros., Inc. 


4-148. Stainless Steel Ventilating Win- 
dow, circular on window to be used with 
glass block. Advantages, stock sizes. 
Modern Electric Laboratory. 


4-149. Cupples Aluminum Windows, 
12-p. illus. brochure on double-hung and 
picture windows manufactured in stock 
sizes with various glass arrangements. 
Specifications, dimensions, diagrams, 
sections, typical installations. Cupples 
Products Corp. 


ELECTRICAL EQUIPMENT AND LIGHTING 


5-144. Progress Toward Improved 

Classroom Environment, 16-p. 

booklet on basic principles of new 
methods and techniques in development 
of classroom environment; analyses of 
light and vision, reflectivity, etc. Also 
description of desk with nonglare sur- 
face adjustable to three slopes for dif- 
ferent work requirements. List of ref- 
erence books. American Seating Co. 


5-145. Cold Cathode Fluorescent Light: 
ing Guide (June 1948), 7-p. bulletin or 
properties and uses of cold cathode 
lighting. Typical installations, photo. 
metric data for standard cold cathode 
lamps. Fluorescent Lighting Assn. 


5-146. Pry-Lites, AIA 31-F-231 

(Cat. 6-25-48), 4-p. illus. cata- 

log describing ten new recessec 
lighting fixtures, and illuminated house 
numbers. Features, light curve dia- 
grams, wattages. Pryne & Co., Inc. 


5-147. Five Lines of Electrical Prod. 
ucts, AIA 31-F-23 (Form 7148), 41l-p 
illus. catalog on fluorescent luminaires 
and other lighting products. Installa- 
tions, dimensional sketches, mounting 
diagrams, candlepower distribution, spe- 
cifications, shipping data. Spero Electric 
Corp. 


5-148. Portable Package Power (SECO 
Form 11471), 6-p. folder on small powex 
unit for industrial use. Types, ratings, 
prices. Other products include trans- 
formers, theater dimmers, etc. Descrip- 
tion, operation. Superior Electric Co. 


5-149. But You can be Protected (Form 
A194), loose sheet on emergency power 
plants for protection to residential anc 
industrial buildings against power line 
breakdowns. Capacity chart, typical in- 
stallations, photos. D. W. Onan & Sons 
Inc. 


5-150. I E S Lighting Handbook, 850-p 
standard reference encyclopedia con. 
taining all technical facts about light. 
ing, from basic theories to practical ap: 
plieation of lighting techniques to mod. 
ern problems. The Illuminating Engi. 
neering Society. ($7.50 per copy; mak: 
check or money order payable to th 
Illuminating Engineering Society.) 


FINISHERS AND PROTECTORS 


6-134. 101 Hints, 28-p. booklet on prope 
care of wood, maintenance of floor cov 
ering materials, effective use of wa: 
and finishing. Index. Huntington Lab 
oratories, Inc. 


6-135. How to Decorate Classrooms i 
the Harmon Technique, 8-p. brochur 
enabling architects to select teste 
classroom color combinations, depené 
ing on orientation and function o 
rooms. Description of Harmon metho 
formulas and specifications for ten colc 
combinations. National Chemical 
Mfg. Co. 


6-136. Prufcoat, 4-p. folder on prote 
tive coating that bonds firmly to m: 
sonry, wood, metal; proof against acid 
alkalis, alcohol, etc. Advantages, typ 
cal applications. Prufcoat Laboratorie 
Inc. 


[Materials and Method: 


6-137. Lapidolith (BP 1806), 6-p. pam- 
phlet on liquid concrete hardener for 
protection of terrazzo and concrete floor 
surfaces. Advantages, test table, typi- 
cal applications. L. Sonneborn Sons, 
Inc. 


6-138. Duramite pH, 6-p. folder 

on plastic resin finish with high 

resistance to substances that at- 
tack normal paints. Advantages, appli- 
cation, types available, general data. 
Mortel Chemical Co. 


6-139. Gypsum Plaster, AIA 21-A-2, 
14-p. illus. booklet on base coat and 
finishing plasters, gypsum and stucco 
finishes. Descriptions, uses, specifica- 
tions, mixing, application. U. S. Gypsum 
Co. 


INSULATION (THERMAL, ACOUSTIC) 


9-103. Korfund Vibration Control, AIA 
87-H (Cat. G-101), 4-p. folder on sound 
and vibration isolating mountings for 
all types of equipment. Isolation se- 
lector chart, detailed descriptions, pho- 
tos. The Korfund Co. 


9-104. PC Foamglas, AIA 37-B (G7670), 
4-p. brochure on cellulose glass insula- 
tion for low temperature installations, 
such as cold storage plants, etc. De- 
scription, general, detailed data, typical 
wall, roof, and floor construction. Pitts- 
burgh Corning Corp. 


SANITARY EQUIPMENT, WATER SUPPLY, 
DRAINAGE 


19-269. Norge Electric Water Heaters 
(Form ES-648-8), 4-p. folder giving spe- 
fications, roughing-in dimensions, and 
'eatures. Borg-Warner Corp. Norge 
Jiv. 

.9-270. Hoegger, Incorporated, 8-p. il- 
us. catalog on line of bathroom cabi- 
iets (with or without fluorescent light- 
ng) and accessories. Sizes, dimensions, 
uggestions for convenient mounting 
eights. Hoegger, Inc. 


9-271. Handy Data on Brass Fittings 
Cireular 352), folder on various types 
f tube fittings. Sizes, views, cross sec- 
ions, price listings. Imperial Brass 
Tfg. Co. 


19-272. Jacobsen Pumps & Water 

Systems (Cat. 46), 24-p. illus. 

catalog on jet pumps, home water 
ystems, and accessories. Data on types 
nd designs, engineering information, 
rater requirements, tables, charts, in- 
ex. Jacobsen Mfg. Co. 


9-273. Key Safety Hand Hole Caps 
Bul. 142), 12-p. illus. bulletin on one- 
iece closures for round hand holes in 


water tube boilers. Pressure-tempera- 
ture chart, typical installations, dimen- 
sions, price list. Other products include 
buffing tools, wire brushes, brass mauls, 
etc. Key Co. 


SPECIALIZED EQUIPMENT 


19-274. Durant Insulated Pipe 

(Cat. 5), 41-p. catalog on insu- 

lated pipe for use in underground 
and exposed locations. Advantages, han- 
dling suggestions, specifications, tem- 
perature charts, weights tables, typical 
installations, index. Durant Insulated 
Pipe Co. 


19-275. The William Armbruster 

Collection, 12-p. catalog and port- 

folio describing new line of mod- 
ern furniture designed by an architect; 
built for heavy wear in publie spaces, 
such as hotels, lounges, stores, offices, 
ete. Photos, data sheet. Edgewood Fur- 
niture Co., Inc. 


Two loose sheets on timesaving archi- 
tectural and fixture drafting indicators, 
made of translucent plastic composition. 
Graphic Indicator Co.: 


19-276. The Cassel Fixture Indicator 
No. 101. 


19-277. 
No. 105. 


The Cassel Handy Indicator 


19-278. Splendante, 6-p. pamphlet de- 
scribing new carpeting entirely woven 
of nylon. Description, advantages. Nye- 
Wait Co. 


19-279. Bevelite, portfolio of photos 
showing use of plastic letters on mar- 
quees. General instructions, quotation 
estimate sheet, price list. Theatre Spe- 
cialties, Inc. 


SURFACING MATERIALS 


19-280. Moonglo (Form 111), 4-p. folder 
on new laminated plastic sheet of great 
density and hardness, for sink tops, 
other working surfaces; unharmed by 
alcohol, fruit acids, cleaning alkalis, 
ete. Description, advantages. Formica 
Co. 


19-281. Terraflex (FL-37A-7-48), 

4-p. illus. folder on new plastic 

asphalt floor tile; can be used 
where linoleum, or even asphalt tile, 
fails. Description, general information, 
installations. Johns-Manville Co. 


19-282. Streamline Tile Jobs (120- 
W.P.S.), 8-p. illus. brochure on thin 
setting bed method of installing ceramic 
tile. General data, typical installations. 
Also line of medicine cabinets, shower 
doors, bathtub enclosures, room heaters, 
and fans. Mosaic Tile Co. 


(To obtain literature coupon must be used by 1/1/49) 
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EVEN-RAY COILS BEING INSTALLED: left, single coil, showing spreaders; right, auditorium floor. 


FACTORY-MADE RADIANT HEATING COILS 


Trade Name: Even-Ray Coils. Material: Hard copper tubing, Type L. 
Manufacture: Machine-formed, eliminating irregular or kinked bends. 
Factory-made joints silver brazed. Coil Design: Method of winding 
balances "return" portion of coil against "supply," assuring even heat 
distribution over entire coil area; also reduces number of sharp bends 
which cause frictional resistance to flow of heating fluid. Coils mounted 
on metal spreaders or spacers which level them over a rough floor slab, 
or can be used to attach to ceiling joists. With spreaders, coils attain 
great rigidity, preventing distortion during shipping or construction. 
Installation: Supply mains, returns, fittings, controls job-installed ac- 
cording to requirements (manufacturer will supply engineering services 
if wanted). Prefabrication of coils is claimed to cut installation labor 
by 75 percent. Even-Ray Co., 879 Broadway, Newark, N. J. 


4 BALANCING FITTING 


GARAGE 


TO WALL COIL IN BATH ROOM 


EXAMPLE, EVEN-RAY COIL LAYOUT; heavy lines show field work; 
light, Even-Ray coils. Supply mains follow outside walls (doubled 
or tripled at severe exposures), returns down center. Coil in bath- 
room wall, nonstandard, is for auxiliary heat. 
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A most important step in development of central heating 
systems in the United States was quantity production of 
standardized radiation. Without it, steam or hot water heat- 
ing systems are inefficient and expensive. Up till now, lack 
of comparable units for radiant heating systems has been 
responsible for a large share of the high cost of radiant 
heating; each job has had to be virtually handmade during 
the construction process. 


It is no wonder, then, that the Even-Ray Co., of Newark, 
N. J., finds business excellent: it is producing factory-made 
coils for radiant heating. The company makes only the 
coils; it does not compete with established manufacturer: 
of tubing, fittings, controls, or heating boilers. It will supply 
engineering services if desired, but expects to abandon this 
nonmanufacturing field when independent heating engineer: 
have learned enough about radiant heating, and about the 
company's products, to permit. 


Even-Ray coils, though factory-made, are not yet standard. 
ized. Although the company has been in business long enougt 
to establish the soundness of its operations and the greai 
demand for its product, it is still accumulating the experi 
ence necessary before this next step can be taken. At presen 
it appears that 25 sizes of coils, in two or three diameter: 
of tubing, will meet all needs; the company expects to stand 
ardize on this basis within the next few months. To date 
installations have been made in many types of buildings 
ranging from houses to auditoriums to chicken-houses. Whik 
most of these are in the New York metropolitan area, in 
quiries have come from as far as Des Moines and Milwaukee 
Distance between factory and job matters little because th: 
coils! weight is so small that shipping costs are low. 


The patented Even-Ray coil, in addition to reducing fiel: 
labor substantially, is designed to increase heating systen 
efficiency by causing less frictional head, or internal resis 
tance to flow, than the sinuous type of coil; and, since ever; 
length of tubing in the cooler return half of the coil i 
flanked by warmer supply tubing, to maintain an even pane 
surface temperature. 


THIS MONTH'S PRODUCTS 


AIR AND TEMPERATURE CONTROL 


Heat Regulator Set: unit includes thermostat 
(sensitive to 1°F temperature changes), dam- 
per regulator, warm air, steam, and hot 
water limit controls; also accessory kit. 
Automatic Products Co., 2450 N. 32nd St, 
Milwaukee, Wis. 


Smokeless Furnace: new process in which 
combustion gases are forced downward and 
burned as fuel. Uses low-grade soft coal; 
operation costs claimed to be 20% to 30% 
lower than conventional hand-fired furnace. 
Welded steel, gas-tight, leakproof construc- 
tion. Lennox Furnace Co., 400 N. Midler St., 
Syracuse, N. Y. 


Circulating Pump: can be mounted in hori- 
zontal or vertical position. Oilite bearings; 
vibration reducing mountings. Pump avail- 
able with either 114” or 1%” pipe; 1/6 hp 
motor. James P. Marsh Corp., Skokie, Ill. 


Three-Fuel Steam Generating Unit: gas, light 
or heavy oil can be used; only 10 minute 
change-over from one fuel to another. Modu- 
lated flame-volume control maintains constant 
steam pressure as demand varies. Safety 
shut-offs in case of flame failure. Orr & 
Sembower, Inc., P. O. Box 1138, Reading, Pa. 


Three New Home Heating Units: gas boilers 
with builtin hot water coil; completely as- 
sembled horizontal gas winter air condi- 
tioners; oil winter air conditioners. All units 
finished in white enamel. Richmond Radiator 
Co., 19 E. 47th St., New York 17, N. Y. 


CONSTRUCTION 


Adjustable Steel Shore: new device will sup- 
port considerably more than collapsible 
weight of handmade timber shore; adaptable 
to sway bracing and scaffolding. Four heights 
range from 5’ 7” to 11’, adjustable to 15’ 
when extended. Acrow, Inc., 155 Washing- 
ton St, Newark, N. J. 


Plastic Blocks: of transparent polystyrene, 
weighing about 1/5 as much as glass. Blocks 
interlock; no need of adhesives, clamps, or 
wood strips. Primarily for interior use. Co- 
lumbia Protektosite Co., Carlstadt, N. J. 


Aluminum Rain-Carrying Equipment: rust, 
corrosion-proof unit includes eaves-trough, 


conductor pipe, and fittings. No soldering 
required. New Holland Metals Co., Div. of 
New Holland Machine Co., Mountville, Pa. 


Metlwall: simplified system of metal wall 
partitioning and paneling providing all-flush 
surface from floor to ceiling. Units are stand- 
ard and interchangeable. Available in variety 
of enamel colors and natural wood-grain 
finishes. Martin-Parry Corp. Fisher Bldg., 
Detroit 2, Mich. 


DOORS AND WINDOWS 


Operating Hardware for Jalousies: factory 
assembled unit with weatherstripped brack- 
ets for wood or glass slats. Exposed parts 
are of nonferrous materials. Casement Hard- 
ware Co., 406 N. Wood St., Chicago 22, Ill. 


Locking Hardware: new, solid bronze locking 
handle with concealed latch and keeper, 
for open-in ventilators; operates by hand or 
window pole. Michael Flynn Míg. Co., 700 
E. Godfrey Ave., Philadelphia 20, Pa. 


ELECTRICAL EQUIPMENT AND LIGHTING 


Enclosed Branch Circuit Breaker: mounted 
with independent screws to facilitate removal 
or capacity changes of breakers. Ample 
wiring space, conveniently located knock- 
outs. Available for flush or surface mounting. 
Frank Adam Electric Co., 3650 Windsor Pl., 
St. Louis, Mo. 


Lennox 2 and 4: two new commercial fluo- 
rescent fixtures; low brightness ratios and 
simple installation.  All-metal construction, 


press welded, interlocking louvers; "AJ" 
hangers in two standard lengths supplied on 
suspension mounted continuous installations. 
Day-Brite Lighting, Inc, 5411 Bulwer, St. 
Louis, Mo. 


Gooseneck Pin-up Lamp: unusual swivel ar- 
rangement and extra-long gooseneck enable 
user to turn lamp into any required position. 
Wall socket unnecessary; wood screws, lead 
shields, toggle bolts furnished, depending on 
type of wall construction. Lamp and bullet 
shaped shade made of aluminum, gold 
Alumilite finish; gooseneck conduit brass- 
plated. Edgewood Furniture Co., Inc., 208 E. 
27th St., New York 16, N. Y. 


FINISHERS AND PROTECTORS 


Marva-Seal: waterproof permanent sealer, oil 
base with pigment and asbestos fiber. For 
cement, concrete, brick, stucco, stone wall 
surfaces; claimed not to peel, discolor, or 
flake. American Asbestos Products Co., 8001 
Franklin, Cleveland, Ohio. 


Carbo-Kote: corrosion and moisture resisting 
coating for rubber, wood, fiberglass, and 
miscellaneous surfaces. One brush coat from 
eight to thirty times the thickness of one coat 
of paint. Carboline Co., 502 N. Taylor St., 
St. Louis 8, Mo. 


Shingle-Seal: decorative, weatherproof finish 
for asbestos siding and shingles. Available 
in bright white, oyster white, stone gray. 
Applied by spray or brush. Dewatex Mfg. 
Co., 424 W. 42nd St., New York, N. Y. 


GOOSENECK PIN-UP LAMP, designed by William Armbruster, is becoming available from 
the Edgewood Furniture Co., Inc., New York 16, N. Y. Design and construction of this sturdy 
lamp eliminate the common wall outlet box. Depending upon type of wall construction, wood 
screws, lead shields, or toggle bolts are furnished for installation (see left photo). The lamp 
has a longer-than-usual gooseneck and a unique swivel in the base, not available elsewhere, 


which multiply its uses. Suitable for a wide range of interiors, from commercial to residential, 
the lamp can be swiveled into the exact position where there is need for illumination, direct 
or indirect. Shade is aluminum with gold finish, gooseneck brass plated to match. 
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F Products 


Galvo-Line: magnesium ribbon anode to pro- 
tect buried metal structures from corrosion. 
For high resistivity soils, or in conjunction 
with cast anodes, to increase efficiency of 
cathodic protection installations. Standard 
lengths: 1,000, 2,000, and 5,000 ft. Dow 
Chemical Co., Midland, Mich. 


PREFABRICATED BUILDING 


Kaul Cottage: factory-built vacation house; 
four rooms, 14 windows; extra strong fire 
resistant plywood walls treated against rot, 
termites. Rigid aluminum studs set outside 
walls for "paneled" appearance. Two-layer 
aluminum roof, can be painted any color. 
Designed for erection by owner. United In- 
dustrial Associates, 611 Washington Bldg., 
Washington 5, D. C. 


SANITARY EQUIPMENT, WATER SUPPLY, 
DRAINAGE 


Bathroom Cabinets: new line in several styles 
and mirror designs, equipped with fluorescent 
light fixtures; single outlet box serves fix- 
tures, switch, and convenience plug. Easy- 
to-change bulbs. Philip Carey Mfg. Co., 
Miami Cabinet Div., Middletown, Ohio. 


Timesaver Sink: complete with dishwasher, 
disposal unit, encased in white enameled 
steel cabinet. Chrome controls and spray 


attachment. Pressure stabilizer optional, for 
areas where water pressure is low. Kaiser 
Fleetwings Corp., 1924 Broadway, Oakland 
12, Calif. 


SPECIALIZED EQUIPMENT 


13 Tube AM-FM Chassis: custom-built features 
at line production prices. AM and FM RF 
stages arranged into integral subchassis 
tuning unit; three-point balanced shock- 
mounting of chassis to cabinet; microphonism 
considerably reduced in H.F. oscillator circuit. 
Improved radio detector circuit. Two ranges 
of audio response (normal, high-fidelity) pro- 
vided by "fidelity" control. Capitol Radio 
Corp., 100 Metropolitan Ave., Brooklyn, N. Y. 


"Triple Purpose" Flofilm Camera: flow cam- 
era, flow enlarger, or continuous flow printer 
for producing positive film duplicates from 
microfilm negative. Microfilms tracings or 
drawings with copy in motion; will project 
enlargements to full size or any scale reduc- 
tion of original. Special construction elimi- 
nates vibration. 16mm or 35mm may be used, 
Feeding speeds 30 or 60 ft per min. Diebold, 
Inc., 1411 Fifth St. S. W., Canton, Ohio. 


Flex-O-Pic: new cadmium-plated tool for hard- 
to-reach parts; cable encased in flexible 
shaft; expanding and retracting fingers work 
around corners or S-turns, will hold firm to 
anything. Emco Enterprises, 6750 Stony 
Island Ave., Chicago 49, Ill. 


Harco Rods: Tenite coated; for clothes closets, 
shower curtains, etc. No nails or screws; 
will hang in any space having two side 
walls. Two telescoping sections, rubber- 
capped end flanges grip walls without 
marring. Simple height adjustment. Hang-t- 
All Rod Corp. 1519 Dime Bldg., Detroit 26, 
Mich. 


“Family Hospitality’: bathroom cabinet de- 
signed to hold magazines, ashtrays, news- 
papers, cigarettes, matches, toilet tissues. 
Heavy gage steel construction: “Family Hos- 
pitality Jr." identical except for absence of 
magazine compartment. House of Hospitality, 
Box 254, Dept. A-12, N. Hollywood, Calif. 


Aluminum Cabinets: new line of easily as- 
sembled “knocked-down" wall, base, and 
sink types, all featuring adjustable shelves, 
ball bearing rolling slides. For kitchen instal- 


lation. Hotpoint, Inc., 5600 W. Taylor St., 
Chicago 44, Ill. 


Splendante: carpet with pile entirely woven 
of nylon. Said to have remarkable dura- 
bility; non-inflammable; may be easily 
cleaned with soap and water. Wilton con- 
struction; available in beige, gray, pastel 
green, used in single shade or in two of 
same color. Nye-Wait Co., Auburn, N. Y. 


No. 40 Circle Template: 39 circles in progres- 
sive sizes with increments in 64ths, 32nds, 
16ths, and 8ths of an inch. Matte finish, 
cellulose nitrate sheet. Size: 4" x 71A". 
Rapidesign, Inc., P. O. Box 592, Glendale, 
Calif. 


Acoustical Booth: new, stainless steel phone 
booth, modern design; walls, ceilings sur- 
faced with laminated plastic panels. Outside 
sounds eliminated by sound-absorbing cells 
of plastic material. Sherron Metallic Corp., 
1201 Flushing Ave., Brooklyn, N. Y. 


MS-24 Store Sound Equipment: paging, an- 
nouncements, transmission of radio, recorded 
music to as many as 24 stations at one time. 
Two-way communication between master sta- 
tion and others. Inputs for external micro- 
phone, phonograph, radio; built-in intercom 
speaker. Mark Simpson Mfg. Co., Inc., 32-88 
49th St., Long Island City 3, N. Y. 


SURFACING MATERIALS 


Castle-Square Flooring: parquet flooring; 
hardwood boards 1” wide, V2" thick, insu- 
lated by latex-filled fibrous material. Cut 
into 6", 9", or 12" squares. Can be glued to 
any base without use of nails. Newcastle 
Industries, Inc., 300 W. 56th St, New York 
19, N. Y. 


Stair Treads: made of especially compounded 
rubber, bonded to steps with cement. Rein- 
forced rounded nosing overlaps lip of stair 
tread for added safety. U. S. Rubber Co., 
1230 Sixth Ave., New York, N. Y. 


Plastile: laminated plastic floor tile with cork 
base; resistant to alkalis, oil, grease, alco- 
hol, acids; noise-, shock-absorbing; can be 
laid over wood, steel, concrete. Wide range 
of solid colors and marbleized patterns. U. S. 
Stoneware Co., 60 E. 42nd St, New York, 
N: Y. 


Left, Sherron Acoustic telephone booth, stainless steel and plastic, has optional vent fan and light, 
automatically operated. Walls and ceiling, of laminated Textolite, contain sound-absorbing cells 
for acoustic efficiency. Center, Flex-O-Pic (Emco Enterprises, Chicago): new flexible tool whose 
flexible shaft (like speedometer cable) picks up small objects in hard-to-reach locations. Right, 
semistructural blocks, much like glass blocks, of transparent or translucent polystyrene; Columbia 
Protektosite Co., Carlstadt, N. J. Advantages: light weight, integral color, resistance to shattering. 
Not yet standardized, these are expected to be on the market soon. 


T | 
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70,000 bounds of Revere Architectural Bronze sbeets were l- 
used in the lobby and entrances of the new Esso Build- 
ing at Rockefeller Center. Photos above show both 
entrances and a section of the wall inside the lobby. 


ut eae 


bronze magic 


@ A striking effect of spaciousness and beauty was 
achieved in the lobby of the new Esso Building at 
Rockefeller Center by continuity of line and material 
from indoors to outdoors. 

Along the entire length of the two-story lobby the 
walls are faced with large panels of Architectural 
Bronze. These walls continue, in an unbroken line, 
past the glass entrance walls to form a part of the 
bronze frame around the entrance. Thus indoor and 
outdoor areas seem to. merge into a vast hall, pene- 
trated only by the banks of elevators in its center. 

Architectural Bronze panels provided the ideal 
material for this unusual installation because of their 
suitability for use indoors or outdoors. In addition, 
they will facilitate any future alterations which might 
require changes in the location of the doors along 
the lobby walls. And, of course, Architectural Bronze 
with its warm golden color, fits into the overall 
architectural pattern of Rockefeller Center, where 


this metal is used generously on all of the buildings, 

Revere Copper and Brass Incorporated supplied 
these bronze panels—more than 70,000 pounds in 
sizes up to 48" x 114", all 10 gauge. Architects: 
Carson and Lundin, New York. General Contractor: 
John W. Harris Associates, Inc. Ornamental Metal 
Contractor: General Bronze Corporation, New York. 


REVERE 


COPPER AND BRASS INCORPORATED 
Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 


Mills: Baltimore, Md.; Chicago, Ill; Detroit, Mich.; New Bedford, 
Mass.; Rome, N. Y.—Sales Offices in Principal Cities, 
Distributors Everywhere. 
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Economics Laboratory, Inc., Lynd- The makers of "Soilax" selected Lupton Architectural Pro- 
X N. 7 w iow Lycos pu jected Windows to obtain all the benefits of modern window 
d pn ee a co design in their new plant at Lyndhurst, N. J. which exemplifies 


the modern trend in industrial construction. Here, Lupton Metal 
Windows add graceful appearance, give a greater abundance 
of daylighting, and controlled, year-round ventilation. Smartly- 
designed operating hardware is an added feature of Lupton 
Metal Windows. Low initial cost and outstanding durability 
make Lupton Architectural Projected Windows ideally suited 
for school, office or commercial buildings. Bronze wire screens 
can be furnished with open-in or open-out ventilators. There is 
a Lupton Metal Window for every type of building. Write for 
our catalog or see it in Sweet's. 


MICHAEL FLYNN MANUFACTURING CO. 
700 East Godfrey Avenue, Philadelphia 24, Penna. 
Member of the Metal Window Institute 


LUPTON 


METAL WINDOWS 
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IRENE BURKE SHOP 
Long Beach, California 


KENNETH S. WING 
Architect 
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HURRY! WURRY ! HURRY ! 


Contest Closes Midnight Saturday, November 20, 1948 


Name the New Aovdvdiseratt Door 


All you have to do is name the new Roddiscraft Door 


with the accordion type veneer core and follow the directions listed below. 


About the Door Here are some facts about the door to 


guide you in selecting a winning name. 


The new Roddiscraft door has a core made up of selected strips of veneer. 
These strips are spot-glued at intervals and stretched within the rails to 
form an accordion core design. ‘This is a radical departure from the 
conventional core. The accordion core creates the strength and rigidity 
of a solid core with 50% less wood content. 


Veneer strips are spaced 2” apart at points of greatest core-strip bending. 
This provides maximum support to the face panels and protects against 
puncture from abuse. 


Face panels and rails are hardwood throughout. The whole assembly is 
pressure bonded with the finest glues obtainable and seasoned in specially 
constructed kilns for permanent straightness. 


THERE YOU HAVE ALL THE FACTS YOU NEED TO THINK UP A PRIZE-WINNING 
NAME. PUT ON YOUR THINKING CAPS AND FOLLOW THESE SIMPLE DIRECTIONS: 


7. Select the name you believe most appro- 


3 Entries will be judged on the basis of 
priate and fitting. Then, in 25 additional 


* originality and aptness of thought by a 
panel of expert judges. All entries become the 


words or less, complete the following statement: 
"I believe the new Roddiscraft Door with the 
accordion type veneer core is a superior door 
because ...... " Each name submitted must be 
accompanied by a statement. 


2. Send all entries to the Roddis Plywood 

Corporation, Marshfield, Wisconsin. All 
entries must be mailed before midnight, Novem- 
ber 20, 1948. Send as many entries as you please. 


property of the Roddis Plywood Corporation. 
The judges’ decision will be final. In the event 
of a tie, duplicate prizes will be awarded. 


F The first prize winner will receive $1000; 

* the next two winners will receive $500 
each. All winners will be notified by regis- 
tered mail. 


, This contest is open to lumber dealers, ar- 
chitectural firms, millwork houses and their 
employees. 


Roddie Plywood Corporation 


Formerly Roddis Lumber & Veneer Co. 
MARSHFIELD, WISCONSIN 


Noddiscratt 
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PANEL TRACK 


3/16" x 2" IBON 
STRAP ANCHOR, 
OTHER END 
SIMILAR. 
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SIAL PRESS 
Yew York, New York 
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AND $TOCK METAL TRACK 


cEiLINGZ 


4"x B"x l6" 
CONCRETE BLOCK 


METAL COVERED DOOR 


-— METAL DOOR FRAME 


WOOD BASE 


METAL DOOR 
FRAME 


GROUTING 


13/4" METAL — —,| 
COVERED DOOR, 


STRAP ANCHOR, 


4° CONC. BLOCK __5 


CAULIAING 


ae Door Section 1/2'$CALE 


REISNER & URBAHN 
Architects 
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Steel pipe is; first. choice 


—for the great hotels of the world 


Forty-seven floors of luxury, occupying an entire 
city block, the famous Waldorf-Astoria has no equal 
in the hotel world! Into the building of this dream 
hostelry went the finest architectural and engineering 
experience in the land . . . and the most modern and 
appropriate materials and equipment that money 
could command. 

The Waldorf-Astoria’s great labyrinth of steel pip- 
ing, for the heating lines, soil, waste and vent lines, 
fire, air conditioning, and vacuum lines, can be 
pone in terms of hundreds of miles and thousands 
of tons! 


COMMITTEE ON STEEL PIPE RESEARCH 
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For such vital services, steel pipe is the first 
choice of technical men who judge the qualifica- 
tions of every material and product in terms of 
adaptability, serviceability, durability, and cost. These 
qualities of stee] pipe which made it the predominant 
choice for this cathedral of comfort are the same 
qualities that have made it the predominant choice 
for all types of buildings the country over. 


Yes, steel pipe is first choice! 


The interesting story of "Pipe in American Life" 
will be sent upon request. 


“Ew 

"t i dd OF AMERICAN IRON AND STEEL INSTITUTE 
. j 4 if y 350 Fifth Ave., New York, N. Y. 

à 3X 4 JJ 
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LINOLEUM BASE 


SHADD RESIDENCE WILLARD B. SMITH 
Fayetteville, New York Designer 
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CALIFORNIA. “We have had complete enjoyment and 
satisfaction from the Servel unit you installed in my 
new auto sales agency," says W. R. Shadoff of Pomona, 
California. “The air is clean and fresh at all times." 


Servel All -Year Air Conditioning 


wins praise from store owners the country over 


'The four stores pictured here have widely varied sales 
problems and are located in different parts of the coun- 
try. But the owners are unanimous in their praise of 
the way Servel A/l-Year Air Conditioning has helped 
their business. And their statements are typical of 
hundreds of letters sent in by other business and pro- 
fessional men, testifying to the business-building bene- 
fits of this amazing year-round air conditioning system. 

With a “‘flick of the finger," the Servel unit supplies 
cool, dehumidified air in summer and warm, 
properly humidified air in winter. In between seasons, 
the same single unit provides independent air circula- 
tion at prevailing temperatures. Year round, it filters 
dust, dirt and irritating pollen from the air. Every 
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Servel unit is covered by a 5-year factory warranty. 

In a Servel-conditioned store, stocks remain fresh 
and new-looking . . . customers are more comfortable 
. . . personnel more efficient and energetic. Many 
merchants feel that the Servel All-Year Air Condi- 
tioning Unit will “pay for itself" in a very short time 
through these benefits. 

Do you have clients or prospects who would benefit 
from the year-round comfort and business-building 
advantages of Servel All- Year Air Conditioning? Your 
local gas company will be glad to give you detailed 
information on specifications, installation, etc. Or, 
write direct to Servel, Inc., 4811 Morton Avenue, 
Evansville 20, Indiana. 


li 
7 


hot 


say business men 


LOUISIANA. “We have used Servel A//- Year Air Conditioning for more than 
six years and consider the original cost repaid many times over," writes 
David C. Silverstein, of Silverstein's Women's Apparel, Monroe, La. 


€—— | 


OKLAHOMA. “The Servel installation has con- TEXAS. “Iam well pleased with my Servel unit," 
tributed much toward the efficiency of our staff," statesJ.W. Hetherington, jeweler, of Texas City, 
reports Clarence R. Green, Manager of the Alfalfa Texas.‘‘People prefer to shop where the tempera- 
Electric Cooperative, Inc., of Cherokee, Okla. ture is normal and the air pure and clean." 


Gle-Yeae AIR CONDITIONER 
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Now in ils Fifth Printing! 


Mr e Sy 


Color in Sketching and Rendering 


by Arthur L. Guptill 


25,000 copies of this popular book have already been 
sold, and demand is greater than ever. So we're going 
into our fifth printing. Here’s your chance to join those 
who have found in this volume a complete and thor- 
ough course on representative painting in water color 
and related media. 

Step by step, Guptill leads the reader through detailed 
elementary chapters—telling exactly what to buy and 
how to use it — to later professional considerations. 
Every point is fully explained and graphically illus- 
trated. And many secrets of the professional artist are 
revealed. 


In two parts 

Part I, “The Elements of Water Color Painting,” is 
devoted to a thorough grounding in the fundamentals 
of water color painting as well as consideration of 


many advanced essentials. Chapters in this section 
deal with materials and equipment, pigment acquaint- 
ance exercises, color facts vs. color theories, color 
harmony, indoor and outdoor sketching in color, treat- 
ment of reflections, etc. 


Part II, "Architectural Rendering in Color," aims 
to help architects, landscape architects, and interior 
decorators in their particular problems of color repre- 
sentation. Some of the chapter headings: The Resi- 
dence and Its Setting; Treatments of Larger Build- 
ings; Sketching and Rendering Interiors; Furniture 
and Lighting Fixtures. 


To top off this valuable text, there are 195 beautiful 
full-page illustrations, many in full color, and 70 text 


350 Pages, 9" x 12" * Bound in Cloth * $12.50 


(Use coupon on facing page 
to order this book) 


illustrations. 


REINHOLD PUBLISHING CORPORATION 330 W. 42nd St., New York 18 
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)rawing with Pen and Ink 
y Arthur L. Guptill 


ere is undoubtedly the most complete, practical and profusely 
ustrated book on pen and ink drawing ever published! Based partly 
| lectures and instructions given by the author in his classes and 
rtly on his experience as a professional illustrator and renderer, 
e volume discusses such subjects as the basic principles of compo- 
tion, rudiments of life drawing, rendering buildings and interiors, 
c. Included are hundreds of drawings by the author and other lead- 
$ illustrators and renderers. 


14 pages, 9" x 12" $10.00 


'encil Pictures 
y Theodore Kautzky 


ibject matter for this text is that found in nature. Landscapes of 
e seashore, farming country, mountains and woodlands—with fish- 
g boats, barns, village streets, and country homes—are illustrated 
id analyzed with attention to the arrangement of picture elements 
line and value to produce pleasing design pattern. Examples of 
e author’s drawings reproduced in gravure, provide inspiring ex- 
nples from which to learn. 


) pages, 9" x 12” $5.00 


Pencil Broadsides 
by Theodore Kautzky 


A manual of broad stroke technique consisting of 12 clear, concise 
lessons ranging from fundamental strokes to composition pointers, 
with applications noted to the expression of architectural and land- 
scape forms and textures commonly encountered. To supplement 
these lessons, 24 brilliantly drawn plates by the author are repro- 
duced by gravure on one side only of heavy antique stock. 


9" x 12" $3.00 


REINHOLD PUBLISHING CORPORATION 
M110, 330 West 42 St., New York 18, N. Y. 


f our Please send me the following books. 
Outstanding EONAR R copies of COLOR IN SKETCHING AND RENDERING, by Guptill, price $12.50 
REINHOLD m copies of PENCIL PICTURES, by Kautzky, price $5.00 

— copies of DRAWING WITH PEN AND INK, by Guptill, price $10.00 


BOOKS 


.copies of PENCIL BROADSIDES, by Kautzky, price $3.00 


I0 days [Q I enclose $..................- (Postage free). [ ] Please bill me. [ ] Send on 10-day FREE examination (U.S. only). 
FREE Ce NENNEN I RERO NENNEN REPRE TORRENS RERCRORN 
examination NERONE | 
Ciy 8 (State eR ese saan erases sege eee ane Raves eer eee EEES 
———————————————————————————————————— 4 
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How to Please All Your Clients... 
specify WELDWOOD PLYWOOD 
for commercial installations 


OFFICES. Birch Weldwood com- 
bined with wallpaper. Valance is 
decorative and practical — it con- 
ceals drape and blind attachments, 
and provides space for indirect 
lighting fixtures at the same time. 


INSTITUTIONS. Mengel Flush Doors 
and trim of Ribbon Grain Walnut 
Weldwood set off the diamond- 
matched bleached Walnut walls 
and railing. Recessed panels over 
doors are of Stump Claro Walnut. 


STORES. Window-dress the whole 
store! Graceful curves and smooth- 
flowing lines provide an eye catch- 
ing background for display in this 
I. Miller shoe salon, New York. 
The wood is oak Weldwood. 


BARS & RESTAURANTS. This beau- 
tiful Claro Walnut Weldwood bar 
front was made for the Cardinal 
Richelieu Hotel, San Francisco. 
Walls and columns were covered 
with the same paneling. 


HOTELS. Your first impression of 
the Ottaray Hotel lobby, Green- 
ville, S. C., is one of richness and 
good taste. Guinea Wood Weld- 
wood in a handsome treatment of 
walls, columns and stair-rail. 


BANKS. Dignity and stability are 
the keynotes of this luxurious in- 
stallation of Figured Mahogany 
paneling in the Conference Room 
of the Long Island City Savings 
Bank, L. I. City, N. Y. 


Most commercial installations present essentially 
the same requirements for an interior wall surface. 
Appearance, durability, ease of maintenance and 
finished cost . . . these are the major questions. 


And here are Weldwood’s answers: 


APPEARANCE. Man’s old-time, all-time structural- 
decorative favorite . . . wood. Choose from the very 
finest domestic and imported hardwoods . . . because 
only selected flitches go into Weldwood panels. 
Create traditional or modern interiors. You have 
a wide latitude for numerous effects . . . because 
Weldwood’s lustrous beauty is a perfect complement 
to any style. 


DURABILITY. Weldwood resin-bonded panels are 
laminated under heat and pressure, to produce a 
modern form of decorative panel that will never 
warp, crack or delaminate, when properly installed. 


EASE OF MAINTENANCE. First cost is practically 
last cost, when Weldwood walls are installed. These 
beautiful decorative panels maintain their original 
beauty with minimum care. Maintenance is negligible. 


FINISHED COST. Because Weldwood panels combine 
high structural strength with great decorative beauty, 
you can specify many short cuts that save both material 
and labor. Your finished costs will look good, com- 
pared to the striking appearance of the finished job. 


So look into Weldwood for all your commercial 
clients. Take your choice from fine woods like oak, 
birch, korina, maple, walnut, gum, mahogany, zebra- 
wood, avodire, rosewood and teak. Make everybody 
happy . . . store-owners, restaurants, bankers, busi- 
nessmen, hotel-owners and operators of institutions. 
Specify Weldwood for their interior walls. 


SEND FOR NEW BOOKLET ON WELDWOOD 
FOR COMMERCIAL INSTALLATIONS... 
YOURS FOR THE ASKING 


UNITED STATES PLYWOOD CORPORATION 
55 West 44th Street, New York 18, N. Y. 


PA-118 


Gentlemen: 
Please send me your free booklet on commercial installa- 
tions of Weldwood Plywood. 


Name 


Address. 


ep oe ee al 


City. Zone. State. 


Weldwood* Hardwood Plywood Flexmetl 
Douglas Fir Weldwood Weldwood Glue* and other adhesives 


WELDWOOD Plywood 


Weldwood Plywood and Mengel Flush Doors are products of 


UNITED STATES PLYWOOD CORPORATION THE MENGEL COMPANY 
New York 18, N. Y. Louisville 1, Ky. 


Mengel Flush Doors Weldtex* (striated plywood) 
Douglas Fir Doors Decorative Micarta* 
Overhead Garage Doors Flexwood* 

Molded Plywood Flexglass* 

Armorply* (metal-faced plywood) Firzite* 

Tekwood* (paper-faced plywood) *Reg. U. S. Pat. Off. 


Distributing units in Baltimore, Boston, Brooklyn, Chicago, Cincinnati, 
Cleveland, Detroit, Fresno, High Point, Los Angeles, Milwaukee, Newark, 
New York, Oakland, Philadelphia, Pittsburgh, Rochester, San Francisco, 
Seattle. Also U.S.-Mengel Plywoods, Inc., distributing units in Atlanta, 
Dallas, Jacksonville, Louisville, New Orleans, Houston, St. Louis, Tampa. 
In Canada: United States Plywood of Canada, Limited, Toronto. Send 
inquiries to nearest point. 


Weldwood Plywood is made in both Interior and 
Exterior types, the former bonded with extended 
urea resins and other approved bonding agents; 
the latter with phenol formaldehyde synthetic resin. 


Plastics and Wood 
Welded for Good 


a 
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PROVIDENCE WAREHOUSE WITH 22,000 SQ.FT. FLOOR AREA 
USES CHASE COPPER TUBE FOR RADIANT HEATING! 


CHASE 


Pouring concrete over 12,000 feet of Chase Copper Tube. 
Installation also included 5500 feet for office ceiling and. 
1200 feet for sidewalk and drive snow removal, Arcbitect: 
Charles A. Maguire & Associates, Providence, R. I. Build- 
ing Contractor: A. F. Smiley Construction Co., Pawtucket, 
R. I. Heating Contractor: J. F. Higgins Heating Co., 
Providence, R. I. 


IG jobs .. . little jobs, Chase Copper Tube has 
B the advantages that mean fast, economical in- 
stallation . . . dependability! For instance: you " 
reduce costly, time-consuming connections because E 
Chase Copper Tube is available in coils up to 100 
feet long. Its flexibility means quick, easy hand- 
bending! And no fittings are needed at bends. 


| "Suggestions for Designing - 
RADIANT PANEL HEATING ^ 


Chase Brass & Copper Co., Dept. PA-118 
Waterbury 91, Conn. 


Please forward your book "Suggestions for Designing 
Radiant Panel Heating with Copper Tube." 


In floor installations, as illustrated, there's no 
need for accurate leveling of Chase Copper Tube. 
For ceilings, its light weight makes this overhead 


work easier . . . and its small diameter does not Name 
require extra plaster for coverage. Send for instruc- Address 
tive, informative booklet that discusses radiant 
" á á * Giya 
heating in theory and practice. Write Dept. PA-118. cs Sc nae ec g(a een 


the elton Headguartors (oe 
C ha S C La)» BRASS & COPPER 


WATERBURY 91, CONNECTICUT p SUBSIDIARY OF KENNECOTT COPPER CORPORATION 


: THIS IS THE CHASE NETWORK «©. . handiest way to buy brass 
ALBANY{ ATLANTA BALTIMORE BOSTON CHICAGO CINCINNATI CLEVELAND DETROIT HOUSTON} INDIANAPOLIS KANSASCITY, MO. LOS ANGELES MILWAUKEE MINNEAPOLIS 


NEWARK NEW ORLEANS NEWYORK PHILADELPHIA PITTSBURGH PROVIDENCE ROCHESTER} SAN FRANCISCO SEATTLE ‘ST.LOUIS WATERBURY (indicates Sales Office Only) 
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How Tudor Plaza 


is getting 


MORE 


LIVING SPACE 
AT NO 
EXTRA COST 


with Gold Bond 


Partition Systems 


s HE very best of everything" 
is going into the new Tudor 
Plaza Apartments in Buffalo, N. Y. 
That's why the architects selected a 
combination of two sturdy, fireproof 
Gold Bond Partition Systems for this 
ultra-modern co-operative apartment. 
Apartments are separated by Gold 
Bond Hollow Walls. In addition to 
making each unit practically sound 
proof, this system allows space for 
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piping, wiring and ducts. 

Partitions within each apartment 
are the Gold Bond 2" Solid Partitions 
of metal lath and plaster. These 
streamlined partitions save approx- 
imately 4 inches of floor space wher- 
ever they occur, providing more spa- 
cious living quarters throughout. 

For your next job, check up on 
Gold Bond Partition systems. 
They're fully described in Sweet’s. 


You'll build or 
remodel better with 


Gold Bond 


Or if you'd like a 15 minute demon- 
stration without obligation, just 
drop us a card. 


NATIONAL GYPSUM COMPANY 
BUFFALO 2, N. Y. 


Over 150 Gold Bond Products including 
gypsum lath, plaster, lime, wallboards, 
gypsum sheathing, rock wool insulation, 
metal lath products and partition systems, 
wall paint and acoustical materials. 


Whether You Wet Your Whistle At The Bar 
Or Write A Letter Home To Mother... 


Beauty Bonded 


ORMICA 


Reg. U.S. Pat. OH. 


at Home with People Design: Skidmore, Owings & Merrill, architects 
at Work in In dustry Backus Brothers Co., furniture consultants 
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Every non-upholstered horizontal surface 
in the 350 guest rooms is cigarette-proof 
Formica. Note the window seat and 
"Realwood'' shelf behind the day bed. 
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One of the newest and most startling 
uses of Formica is in these colorful 
wash-stand dressing table combinations. 
Architects are asking for more informa- 
tion. Pictorial literature is now in prep- 
aration. We invite your inquiry for 
"Beauty Bonded Formica for Bathrooms." 


repes Suzette in the Gourmet . . . a quick bite in the 
colorful cafeteria . . . a night cap at the bar... or a quiet 
E evening in your room. No matter what your pleasure in 
32 Cincinnati's new Terrace Plaza Hotel, your activity is bound 

| to take place within easy reaching distance of a smooth 
clean Formica surface. 


Ax 
|] 


ou'll be whisked to the eighth floor lobby in a Formica 
"Realwood" paneled elevator. You'll register at a main 
desk of the same material. You'll eat from Formica tables, 
you'll drink at a Formica bar. 


very horizontal surface in your private guest room will be 
cigarette-proof Formica. You'll shave at a Formica lavatory- 
dressing table in your bathroom. You'll write at a beautiful 
built-in drop-leaf Formica desk. 


n short, the Terrace Plaza is a Formica show-place. Because 
architectural innovations are so numerous in this finest of all 
hotels, we are preparing full color literature that will serve 
as your conducted tour through the building. If you'd like a 
copy, we'll be happy to furnish it as soon as it comes off the 
press. Please order today. 


Formica, 4633 Spring Grove Ave., 
; ' Cincinnati 32, Ohio 
Formica and Formica Realwood are 
Trade Marks registered U. S. Pat. Off. Copyright 1948 Formica, Cincinnati, Ohio 


NOVEMBER, 1948 


107 


Washrooms rank as one of the four most important factors in good working conditions—according to a survey of workers from 400 plants. 
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The kind of washrooms a company provides has a definite 
bearing on its employees’ attitude towards the “‘front office." 
Don’t you resent a washroom that isn’t right? 

Clean, modern, carefully planned washrooms create good 
impressions. You’re doing your client a real service by making 
sure his washrooms are right. 

ScotTissue Towels are a symbol of the right kind of washroom. 
Include ScotTissue Towel cabinets in your washroom planning. 
Send for our free booklet that’s filled with helpful suggestions, 
well-tested plans and diagrams (by an architect specializing in 
this field) for large and small washrooms, locker rooms, etc. Write 
to the Scott Washroom Advisory Service, Chester, Pa. 


‘Trade Marks ‘‘ScotTissue,’’ ‘‘Washroom Advisory Service," Reg. U. S. Pat. Off. 


SCOTTISSUE TOWELS 


Symbol of the right kind of washroom 


e Modern architecture is building a whole new world up under the 
sky —roofs that meet the varied needs of modern life. Garden roofs 
for apartments and hotels. Promenade roofs for schools, hospitals and 
office buildings. Heavy traffic roofs for factories and warehouses. 

Ruberoid has the specifications to make 
these new, imagination-stirring develop- 
ments fully workable and practical. Soundly 
engineered, fully proved in actual construc- 
tion. They're available and practicable now. 

What building are you planning—com- 
mercial, institutional, religious, industrial 
or public? No matter what type of roof you 
have in mind for the job, Ruberoid specifi- 
cations will help you make fullest use of 
that valuable roof area. 

Our nearest sales office will be glad to 
furnish these specifications to you, or con- 
sult your Ruberoid Approved roofer. 


4— 


Representative of this trend in modern de- 
sign, here's a landscaped roof that brings 
apartment dwellers a pleasant spot for re- 
laxation and play. Flowers, shrubbery, trees 
and grass high above busy streets—up in the 


The right roof for any job — 
from ONE source! 


sunshine and fresh air! 
The RUBEROID Co. 
Ruberoid makes every type of built-up roof — 
Smooth Surfaced Asbestos, Coal Tar Pitch with 
gravel or slag surfacing, or smooth or gravel-and- 
slag surfaced asphalt . . . in specifications to meet Building Materials for Industry, Home and Farm 
any need. Ruberoid Approved Roofers are not Executive Offices: 500 Fifth Avenue, N.Y. 18, N.Y. 


prejudiced in favor of any one type. You are assured 


of one source for all materials, centralized respon- i BALTIMORE, MD. - -MIELIS, MASS. 


sibility, smoother operation, uniform quality! SALES CHICAGO, iLL, MINNEAPOLIS, MINN. 
«OFFICES ) DALLAS, TEXAS MOBILE, ALA. 


ERIE, PENN. NEW YORK, N. Y. 


NOVEMBER, 1948 109 


FROM THE TECHNICAL PRESS 


MANUALS, PAMPHLETS 


By JOHN RANNELLS 


from the questions most frequently 
asked by architects, engineers, con- 
tractors, and private individuals. Rather 


Fifty Questions and Answers about 
Radiant Heating. A. M. Byers Co., 
Pittsburgh, Pa. 


A lot of good information, presented 
in easy conversational style, compiled 


thorough coverage, without getting too 


involved in the technical aspects. 


TECHNICAL LIGHTING DEVELOPMENTS 


The Illuminating Engineering Society 


OME, like Bergen Cabinet, 

used plastics, cold cathode 
lighting and wood. The picture 
above shows a recently finished 
product combining these mate- 
rials. 

Pioneering of this kind (or any 
other kind) is always a chal- 
lenge to our skill and know-how 
in the art of wood fabricating. 

So, pitch your best curveon the 


Bergen-sure tbe 
success of your 
modernization 


program 
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Not All Pioneers Used 
Covered Wagons... 


Write for our Portfolio of "Jobs Well Done". It’s worth seeing. 


prog | ABINET 


1552-56 BERGEN STREET, BROOKLYN, N. Y. : 


drawing board—and we'll catch 
it! We'll catch your design idea 
and translate it into tangible, 
enduring form. 

For years, in fact, Bergen Cabi- 
net has been doing just that for 
many of America's best known 
architects and biggest firms. 
"Let's call in Bergen Cabinet," 
isa decision occurring with ever 
greater frequency these days. 


Architectural 
woodwork that 
makes the design- 
er's plan an en- 
during reality 


Phone: PResident 2-3121 


continues to develop theories and prac- 
tices for more adequate, more “human” 
lighting, and to re-evaluate the current 
materials and methods. The following 
brief abstracts (papers presented at 
the I. E. S. Technical Conference in 
Boston, Sept. 20-24, to be published in 
Illuminating Engineering) show how 
closely their studies affect architecture: 


An Appraisal of Kitchen Lighting Ele- 
nents. Janet Reynolds and A. W. Ka- 
kilty. 


Kitchen lighting is frequently dismal. 
Fixtures are very generally purchased 
on the basis of their appearance in the 
dealer’s window. To make an analysis 
of the effectiveness of various fixtures 
the authors had kitchens, sinks, and 
cabinets built so that incandescent and 
fluorescent lamp combinations and types 
of fixtures could be studied in their 
proper surroundings under laboratory 
conditions. It is hoped that this paper 
wil point the way to satisfactory 
answers on the kitchen lighting problem. 


Performance Analysis of Available 
Lighting for Reading in Bed. Myrtle 
Fahsbender and Priscilla Presbrey. 


A study of results produced by a group 
of selected luminaires typical of those 
used for reading in bed. An analysis 
is made of 17 diversified installations, 
including both incandescent and fluor- 
escent equipment. 


Applied Brightness Engineering from 
the Consulting Engineer’s Viewpoint. 
Wm. G. Darley. 


The author was one of the early advo- 
cates of a new approach to lighting— 
the approach based on the provision of 
a comfortable visual environment and 
dealing with all of the brightnesses in 
the visual environment. It has been 
called by some “Brightness Engineer- 
ing,” to differentiate it from the old 
“Illuminating Engineering" approach. 


The author pursues the idea of proving 
the acceptability of the new approach 
in practice. The paper relates some of 
the progress which has been made and 
some of the problems encountered. It 
makes an appeal for a less confused 
approach to the subject of “brightness 
ratio” and suggests ways of eliminating 
some of the current confusion in bright- 
ness thinking. 


The Construction of Interflection Tables 
for Specific Luminaires. R. A. Cora- 
deschi and Leinnis. 


The interflection method is a relatively 
new means of predetermining both the 


(Continued on page 112; 
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illumination and brightness resulting 
from a lighting installation, forecasting 
the brightness of wall, ceiling, and 
floor. 


This paper has carried out for the first 
time a method for the construction of 
interflection tables based on the actual 
light distribution of a specific luminaire. 
The tables published with this paper 
cover two luminaires. It is hoped that 
the method will be applied to other 


Create 
Striking 


Effects.. 


BY USING THE NATURAL 


types so that the lighting engineer will 
be able to insure not only the quantity 
but also the quality of his lighting 
design. 


The Practical Mechanics of Designing 
Optimum Lighting Patterns. H. L. 
Logan. 


The paper explains the steps to be 
taken by the engineer in designing all 
the elements of the lighting system and 


BEAUTY OF THE WOOD 


There’s real beauty in natural wood — a beauty that 


Cabot’s Creosote Stains capture and enhance! Whether you want 
bold contrasts or soft blends, you'll find a Cabot Stain that will 


perfectly fit your color scheme... from brilliant hues to weath- 


ering browns and grays. And because only pure pigments are 


used, colors stay fresh and true. 


With a content of 60% — 90% creosote oil, the most 


effective wood preservative known, Cabot’s Creosote Stains fully 


protect clapboards, shingles 
and wood siding against 
decay and termites. They cost 
1/3 as much as good paint and 


are much more economical to 


apply! | 


Write today for color card and 
free booklet containing com- 


plete information about the 
advantages of Cabot's Creosote 
Stains. 


ARCHITECT : 
William Lescaze, New York City 


SAMUEL CABOT, INC. 


2110 Oliver Building, Boston 9, Mass. 
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the interior environment so as to arrive 
at the perfection of artificial light to 
match natural daylight and provide 
what may be broadly described as a 
“biologically correct lighting environ- 
ment.” 


A range of lighting patterns, taken from 
optimum natural fields of view, shows 
how artificial lighting can be arranged 
in these same patterns in artificial in- 
teriors. If an executive wants the light- 
ing effect in his office to give about the 
same feeling as natural lighting on a 
golf course at 4 o’clock on a pleasant 
June afternoon, this method can be used 
to give it. (This I want to see.—J. R.) 


Is Lighting Application a Lighting 
Problem? J. S. Hamel. 


The author urges that lighting applica- 
tion could and should be a part of the 
standard engineering services of an en- 
gineer or architect. The manufacturers 
should pull out of the engineering phase 
of lighting application insofar as fur- 
nishing free design and layout service 
is concerned. The manufacturers should 
concentrate on supplying technical data 
which the architect or engineer can 
apply. 


Important Concepts Underlying Light- 
ing for Critical Seeing. Matthew Luck- 
iesh. 


A science of seeing is evolving which 
encompasses specific sciences of light- 
ing, vision, typography, etc. Critical 
seeing is being appraised from two 
major viewpoints—visibility and ease 
of seeing. Suprathreshold visibility 
levels have become definite measurable 
concepts which provide a basis for rec- 
ommended foot-candle levels or com- 
promises between threshold and ideal 
foot-candle levels. Brightness levels of 
tasks are assuming more importance as 
basic concepts (of sensation and seeing) 
become recognized. In fact brightness 
engineering now encompasses a large 
portion of illuminating engineering, for 
it largely determines visibility levels, 
ease of performance, and the effect of 
the entire visual environment. 


Only the last two of these papers 
reached P/A in time for this issue. 
When they are published in Illuminating 
Engineering they will have attached the 
critical discussions that make the work 
of the I. E. S. so alive. 


Concrete Floors for Basementless 
Houses. University of Illinois Bulletin, 
Circular Series F 4.8. August 1948 


After listing nine different types of 
floor slabs the University recommends 
(1) good drainage (4 inches of crushed 
rock or gravel under the slab), (2) a 
vapor barrier over the fill, extending to 
the outside edge of the floor, (3) at 
least 2 inches of rigid waterproofing 
insulation along the exposed edge of 
the floor and extending 2 feet under it. 


Uninsulated floors in existing basement- 


(Continued on page 114) 
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Fleur-O-Lier fixtures are made by 26* leading manufacturers. 

They are built to detailed and rigid specifications. 
They are examined by Electrical Testing Laboratories, Inc., 
and Certified as to compliance with specifications. 
Adequate samples constantly are reexamined to be 
certain that high quality is maintained. 

'That's why we say, "The Fleur-O-Lier label on a lighting 

fixture is your protection... your assurance 


of customer satisfaction." 


Æ Participation in Fleur-O-Lier is open to any manufac- 
turer wishing to qualify. Consequently, the number 
of Fleur-O-Lier manufacturers is increasing constantly. 


CERTIFIED 


Sup in accordance [ 
with Test K 
T e. e. Requirements of È 
Specifications of 
Fleur-O-Lier Manufacturers 
1 ELECTRICAL TESTING 
LABORATORIES, INC. 

Cleveland 15, Ohio NEW YORK, N. Y 


2116 Keith Building œ 

Fleur-O-Lier is not the name of an individual manufacturer, but of a group of 
fixtures made by leading manufacturers. Participation in the Fleur-O-Lier program 
is open to any manufacturer who complies with Fleur-O-Lier requirements. 
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less houses can be made warmer by 
placing 2-inch rigid waterproof insula- 
tion on the outside from floor level 
down to at least 12 inches in the ground, 
with flashing over the top. 


With panel heating, insulation of the 
outer edge of the slab is needed and in- 
sulation under the entire heated floor 
area is recommended. 


REPORTS 


Meeting the Needs of Mankind By 
Scientific Research. The Thirty-Fifth 
Annual Report of the Mellom Institute, 
Pittsburgh, Pa. 


The Mellon Institute has had a close 
basic part in the industrial development 
of research-made branches of manu- 


This REPLACEMENT BILL 
started in the specification 


The corrosion that con- 
sumed this ordinary iron pipe 
took a bite into the building 


owner's pocketbook. Probably 
that replacement bill took more 
than a nibble at his confidence in 
some architect’s judgment. 

Stop that replacement cost now. 
Specify Acid Proof Duriron for Chem- 

ical Laboratory drain lines... and for 
any other corrosive handling waste sys- 
tem. Duriron simply ignores corrosives. 

Consult Sweets. Or get complete infor- 
mation by writing for Bulletin 703...today. 


THE DURIRON CO., INC. * DAYTON 1, OHIO 


Branch Offices in Principal Cities 


IDU IRIIRON 


ACID PROOF 


DRAIN PIPE 
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facture (synthetic organic chemicals, 
coal chemicals, plastics, etc., as well as 
chemical physics, medicinal chemistry, 
etc.). Emphasis is placed on funda- 
mental research in chemistry, physics, 
and biology. 


The bulk of this report covers develop- 
ment work subsidized by various in- 
dustrial firms. One of the oldest in- 
dustrial fellowships (30 years) devel- 
cped bituminous coatings for Robertson 
Protected Metal and led eventually to 
the development of Q-Floor and Hub- 
belite. Others have developed heat in- 
sulating and roofing materials. 


The cover of the report displays prom- 
inently a much-retouched photograph 
of the imposing Ionic portico behind 
which the scientific and industrial work 
is carried on. Of course this sort of 
architectural extravagance was in style 
when it was built some 20-odd years 
ago, but it does make one wonder. Did 
the researchers move into an outworn 
Bourse, or is this a temple of our own 
civilization, after all? 


Things to Consider in Planning Educa- 
tional Plants. By the Committee on 
Educational Buildings and Equipment, 
American Council on Education Studies, 
744 Jackson Pl., Washington 6, D. C., 
13 pp. with bibliography. 1948. 


Fifth of the series of reports being is- 
sued by this Committee to promote re- 
search in the elementary and secondary 
school field, this pamphlet points out 
major items to be considered by the 
planners responsible for the educational 
buildings so urgently needed for the 
immediate future. 

C. M. 


BOOKS 


MAN AND HIS ART 


Search for Form. Eliel Saarinen. Rein- 
hold Publishing Corp., 330 W. 42nd St., 
New York 18, N. Y., 1948. 354 pp., illus. 
$4.50 


This 350-page dissertation on art is no 
book for infants. Search for Form, to be 
appreciated and of benefit to the reader, 
should have as a prerequisite some years 
of earnest work in one or several fields 
of the fine arts. We have within the 
covers of one book an’ amazingly 
thoughtful and profound presentation 
of the efforts of man to create art, 
written by one of our most original and 
instinctive artists. We have the ob- 
servations of 50 years of earnest effort, 
by one man, to solve problems of art 
and form, to his satisfaction. The seri- 
ous artist will be amazed by the com- 
prehensive character of this book. This 
reviewer, as an architect, has often 
found himself attempting to develop a 


(Continued on page 116) 


When you want concrete floors of tile 
beauty and durability specify the use of 
Colorundum. For hotels, banks, stores, hospi- 
tals, show rooms, service stations and factories 
you get bright, colorful floors with an armor plate 
surface of long life — at the cost of an average concrete 
floor. Colorundum is a dry powder, 
composed of powerful coloring 
mediums, fused aggregates, water- 
proofing and hardening elements 


k plus cementitious binders. 
M 


V 

R 
olorundum is used exactly as it 
comes from the container and permits the 
foolproof application of a dust-coat floated 

andtrowelledintothe topping.The non-slip, 
dense surface of Colorundum makes it an 
ideal flooring for indoors or outdoors... 


i both on new work or resurfacing old floors. 
Write for further interesting informatio 
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thought or a connected series of 
thoughts relative to creative work, 
usually in the piecemeal manner of a 
busy man. Saarinen has picked up the 
same thought, has traced it back to its 
beginning, compared it with other 
natural manifestations and explored the 
subject in a keen effort to discover what 
makes it tick. One is continually sur- 
prised by the skill with which the author 


analyzes a movement or trend and 
studies it from all angles. 


What could be more simple than a 
division of our art struggle into three 
stages, “the subconscious, the con- 
scious, and the self-conscious”: 


“The subconscious stage represents that 
stage of art development where primi- 
tive man, because of an inner drift, 
acted subconsciously in accordance with 


—A Very fi mportant “Assist” 


in Satisfactory Dumb Waiter Use 


Dumb Waiter Doors are almost as important in efficient operation as | 
the selection of a satisfactory dumb waiter unit. Sedgwick Dumb 
Waiter Doors are of durable steel for use with electric or hand power | 


dumb waiters, and are backed by Sedgwick's 55 year experience in 
engineering, building and installing dumb waiters and elevators for 


all purposes. 


Approved Underwriters’ labelled doors are available where required. 
Specify Sedgwick Dumb Waiters and Sedgwick Dumb Waiter Doors 


for best performance and ul- 
timate economy. 


* * * * 


Sedgwick Dumb Waiters are avail- 
able for prompt delivery in a vari- 
ety of standard sizes and styles. 
The Electric Roto-Waiter and the 
Electric Traction Dumb Waiter 
with capacities up to 500 lbs. are 
leaders in the power-controlled 
field. Hand operated types of un- 
usual merit and ease of operation 
are designed for many uses where 
less expensive equipment is desired. 


Write for Illustrated Booklet 
and Complete Information 


SEDGWICK MACHINE WORKS, 164 W. 15th St., New York 11, N. Y. 
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STAIR TRAVELORS 


the laws of nature and produced unin- 
tentionally genuine art—because of an 
inherent gift. 

“The conscious stage represents that 
stage of art development where ad- 
vanced man, consciously aware of the 
important place of art in human society 
and subconsciously sensing the funda- 
mental laws of art, produced—and pro- 
duces—indigenous art of such quality 
as is of constructive avail in the evolu- 
tion of human culture. 


“The self-conscious stage represents 
that stage of art development where 
civilized man, because of esthetic specu- 
lation, dogmatic doctrines, or otherwise, 
has closed the instinctive channels of 
creation and has produced art that is 
‘fine’, but rootless.” 


Saarinen is impressed with the logic of 
nature. The simple direct solutions of 
problems in nature are to him ideal. 
He develops the thought of the growth 
of art beginning with man’s primitive 
existence when whatever he attempted 
was instinctively genuine. He traces 
man’s gradual progress into higher 
civilized development. During the long 
climb man was creative. Later he lost 
his touch with nature, became self- 
conscious, and believed that he could 
produce art with his intellect rather 
than with his instinct. He built for 
himself “ivory towers of self-made doc- 
trines, formulas, and theories. His form 
became lacking in vitality, superficially 
decorative, realistically imitative, or 
dryly practical.” Presumably man ac- 
quired a creative or artistic inhibition 
much in the same manner that men 
today all have come to wearing the same 
kind of clothes and to some extent 
thinking the same kind of thoughts. 


Throughout the whole book runs a 
thread of deep appreciation of nature’s 
beauty. This beauty intrigues Saarinen. 
He speculates upon it. He dissects it 
and he enjoys it. He tries continually 
to find its secret and to incorporate it 
in his own designs. He calls attention 
to the integrated picture and to the 
beauty of all of its parts; and the 
wondrous correlation which blends na- 
ture’s work into a unit. He calls at- 
tention to the well-known but seldom 
followed “organic order—the funda- 
mental principle of architecture in all 
of creation”. 


Architects who read this book carefully 
and thoughtfully at home will find that 
it kindles half-dead fires of inspiration. 
They will find themselves racing to the 
office in the morning to try new ideas 
of simplicity and organization. They 
may even find themselves looking with 
new and envious eyes at the technical 
perfection of nature’s architecture. 


In a fascinating, if somewhat detailed, 
manner the whole fabric of art en- 
deavor, sculpture, painting, and archi- 
tecture is developed before us and its 
downward slide through Tiepolo and 
Fragonard and Canova and Thorwald- 
sen is pictured, to the inevitable down- 
fall of taste. Then we are shown the 
slow but determined gathering of force: 
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Exclusive “three-way” performance not only assures continu- 
ous, uninterrupted floor drainage in spite of accumulated debris, 
but also positive protection against leakage. Sediment container 
intercepts debris, allowing clear water to flow into drain line 
(normal drainage). If water seeps into floor around drain, it is 
returned directly into drain line . . . does not spread into floor 
or walls (double drainage). Even if sediment container becomes 
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When the waste lines of a building become clogged because of inadequate 
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tenants are inconvenienced... damage occurs... and an expensive repair 
operation is often required to restore the building to normal. To prevent this 
from happening, specify Josam Non-Clog Triple Drainage Drains. Their exclu- 
sive features shown below provide for uninterrupted drainage... 
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sive feature is that the strainer fits into the sediment bucket. 
After being cleaned, sediment bucket must be replaced, other- 
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Secret of this bedroom’s charm lies in its intimacy with the 
outdoors: the large expanse of glass; the inviting casement 
windows. 


And the secret of these casement windows lies in the use of 
Getty operators, holding them open wide to summer’s breezes 
or closing them fast against winter’s blasts with equal ease 
and security. 


Getty No. 4703-W operator, with its exclusive Internal Gear 
construction, assures architect and home-owner alike of top 
performance and easy livability year after year. Made of solid 
cast bronze or die cast of high-strength Zamak alloy, it comes 
in a variety of finishes, both plated and lacquered. 


SOME IMPORTANT FEATURES INCLUDE: 
@ Neat, compact design leaves plenty of sill space. 


@ Can be applied to casements with butt or extension hinges; 
with flat or roll screens, or storm sash. 


€ Designed for use with drapes, shades or venetian blinds. 
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for the upward climb; the Impression- 
ists of France; the pioneers of central 
and northern Europe, Austria, Holland, 
Finland, Sweden; the gathering en- 
thusiasm supplemented, a bit later, by 
Louis Sullivan and Frank Lloyd Wright 
in this country. Material, function, 
honesty, were again words to be rec- 
koned with. Expressionism follows im- 
pressionism; Picasso follows Gauguin. 
The struggle comes closer to our time. 
We remember the controversy and some 
of the actors. We realize again how 
important art is to all. We move into 
the machine age with its machine-made 
produets and find that the architect 
has been dealt a whole handful of 
strange cards to play. “As for machines, 
we are now very much in the position 
of a nouveau riche. We look upon things 
through the spectacles of the machine. 
The machine is an achievement of our 
era, and we are proud of this achieve- 
ment. Machine-making is so new, so 
stimulating, and so immensely excit- 
ing 


We are told that after the excitement 
has died down, the machine will be 
looked upon as normal matter. We are 
reminded again, as we already know, 
that the present trend of mechaniza- 
tion will do strange things to us; that 
our design and our form will be af- 
fected. *As regards the cultural sig- 
nifieance of our form it can be short 
and concise. For if form is to have 
cultural significance it must first be 
creatively vital and honest. The rest 
follows automatically." 


This reviewer is not entirely certain 
whether Saarinen is optimistic or pessi- 
mistic about tomorrow. He certainly has 
laid down the facts all through our 
yesterdays and into our todays. The last 
paragraphs are devoted to art education 
and they speak of what art and art edu- 
cation should be. There is an indication 
that he feels that architectural educa- 
tion is not doing its job. This may be 
true throughout the country. It is not 
true of all schools. There are some now 
conducting their programs in line with 
Saarinen's principles. More power to 
them! 


This book, coming as it does out of 
years of thinking and achievement in 
the fine arts, with particular emphasis 
on architecture, deserves careful con- 
sideration by those designers who are 
laboring to express today's life through 
the medium of their own talents and 
imagination. The book carries a chal- 
lenge to Ameriean architects to produce 
architecture worthy of our time. 


LORIMER RICH 
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Seattle, a city of spectacular snow-capped beauty, is the nation's great 
gateway to Alaska. Seattle is venturesome. It built the mile-and-a- 
quarter Lake Washington Floating Bridge, the first major structure 
of its kind. It sponsored the world's first ‘stageless’ theatre. And its 
42-story Smith Tower makes Seattle’s skyline the tallest west of 
Chicago. Skyline? That’s where we fit into the picture. 72% of 
Seattle’s elevator installations are by Otis. 


UNEXPECTED SALES ITEM. 


Ever buy a ride on an Escalator? Shanghai shoppers did. 

When the first Escalator was installed in the Sun Department 
Store not even the police could control the amazed populace. 
Finally, tickets were sold at the door. Admission was 

thirty cents, redeemable in merchandise. 


ELECTRONIC MAGIC. 


Otis has successfully combined modern electronic magic with 
proven Signal Control features. Passengers no longer push a 
conventional landing button. Instead, they merely touch a 

plastic directional arrow. What happens? An immensely simplified 
electronic signalling system registers and remembers each call. 
And electronic circuits intercept and automatically stop 

the first available elevator. 


THERE'S AN EASIER WAY. 


You can now install electric freight-handling at low cost. 

Otis Self-Supporting Electric Elevators have been specifically 
designed to hoist light freight two or three floors. They’re inexpen- 
sive to install .. . require no penthouse, overhead supports 

or building reinforcing . . . can be installed in any 

store, laundry, storage or manufacturing building. 

Write for Bulletin B-720-P. 


Interested in knowing how much it n = (AES 
i Jeva ? Well dn. V 
io make a free survey anceellyou. fha A E ELEVATOR COMPANY 
\ am i e 4 J Home Office: 260 11th Ave., New York 1, N. Y. 
wv 


“Escalator” is a registered trade mark of the Otis y\ 
Elevator Company. Only Otis makes Escalators. 
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"PRE-TESTED" 


Drawing Pencils— 


sharpen finer, to 
longer lasting points. 
The minutely refined 
particles of graphite 
are firmly supported 
in microscopic cells of 
clay, and the lead 
sticks to the wood 
closer than a brother. 
That means clean, 
sharp lines, freedom 
from ‘‘dust’’ and 
frequent repointing. 


To make doubly sure 
of quality, Ben. 
Franklins are 
"PRE-TESTED'" for 
the strength, opacity 
and uniformity 
you need for clean 
drawings, and 
perfect prints. 


Test a Ben. Franklin 
Free! Just write us, 
naming this magazine 
and the grade you 
wish. 


ONUMVHO «0219317344» NI'DINVILT Nae 


Made in 17 Degrees 6B to 9H 


ee 


OPAQUE 


*Reg. U. S. Pat. Off. 


pen 
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DURHAM CATHEDRAL 


Cathedral Books: 2. Introduction by 
W. A. Pantin. Lund Humphries, Lon- 
don, England, 1948. 32 pp., illus. 3s. 6d. 
(?5 cents) 


The great fortress-cathedral at Dur- 
ham, monument to monastic industry 
and an example of Anglo-Norman ar- 
chitecture that fortunately escaped *'res- 
toration" by such late Medieval zealots 
as those who restyled Canterbury and 
Winchester, is the subject of the second 
in the series of Cathedral Books. (See 
December 1947 P/A, page 84.) Durham 
is notable as the first cathedral de- 
signed and built as a completely rib- 
vaulted church, initiating the “stony 
skeleton" which later was to charac- 
terize wide and lofty Gothic structures. 

C. M. 


STRENGTH OF HOUSES 


Application of Engineering Principles 
to Structural Design. U. S. Dept. of 
Commerce Building | Materials and 
Structures Report BMS 109. 8" « 1034", 
illus., tables, index. Supt. of Documents, 
U. S. Govt. Printing Office, Washington 
25, D. C. $1.50 


Exhaustive analysis of factors affecting 
structural strength of houses, with 
particular attention to snow and wind 
loads based on Weather Bureau data. 
For each element of a house, com- 
pressive, transverse, and racking loads 
are computed for typical one and two 
story frame houses in several locations 
in the United States representative of 
extreme wind and snow loads. 


It is hoped that the engineering ap- 
proach developed in this book will open 
the way for designers to introduce un- 
conventional materials and unusual 
methods of fabrication, especially for 
prefabricated houses. 

J. R. 


HANDBOOK UP-TO-DATE 


Modern Applications of Sheet Copper in 
Building Construction. Copper and 
Brass Research Ass’n., 420 Lexington 
Ave., New York 17, N. Y. 144 pp., 8%” 
a 11", tables, illus. index. $3.00 


A new and considerably enlarged 
version of the old familiar “Sheet Cop- 
per Handbook,” designed as a “Hand- 
book for Architects and Sheet Metal 
Contractors, Draftsmen and Artisans, 
Students and Apprentices.” 


Extensive research by the industry has 
been fully utilized in making up this 
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Your Guide 
to Lower 
Door Costs 


You’ll want to have this data in hand 
when you’re considering doors! The 
1948 Kinnear catalog gives you com- 
plete, fully illustrated details on highly 
efficient, space-saving doors for every 
need. It tells why the many advantages 
of coiling upward action have made 
Kinnear Rolling Doors world-famous 
for longer service at lower cost. Includes 
full information on Kinnear Motor Op- 
erators—the key to easy, time-saving 
push-button door control. Also gives de- 
tails on Kinnear's various sectional-type 
doors and other closures, for all types of 
industrial, commercial and residential 
installations. Write for your free copy of 
this complete door guide today! 


THE KINNEAR MANUFACTURING CO. 
1900-20 Fields Avenue, Columbus 16, Ohio 
1742 Yosemite Ave., San Francisco 24, Calif. 

Offices and Agents in Principal Cities 


ROLLING DOORS 


She Showntey 


...in each 
apartment 


"FETTTTELIT 


The Thornley, recently completed 
in New York City, is one of Manhattan’s 
finer apartment buildings. It is truly 

a showplace in every respect. 


4 aaa E- E- E- E- E- 3/: 


Embodying the most modern design 
and construction developments, including 
metallic insulation, hardwood parquet 
fl ing th h t d ed livi ms à d THE THORNLEY, 215 East Seventy-ninth Street, New York City, New York 
ooring roug out, ropp ving roo n Boak and Raad, New York City, Architects; Carty Heating Corporation, New York 
independent dining bays, it is to be expected City, Heating Contractor. Thornley Realty Co., Owner; David Rose, President. 
that the owner, Mr. David Rose, would want 
Honeywell Personalized Heating Control in each apartment. 


Honeywell P. H. C.* insures rentability in years to come by permitting tenants to select and 
maintain their own individual temperature requirements. And just as important, if not more so, 


P. H. C.* eliminates waste fuel. No longer is it necessary to satisfy the “cold” tenant by overheating 
the entire building. 


You can provide the same advantages for your clients by specifying P.H.C.*— easily and 
quickly installed in new or existing buildings. Consult your nearest Honeywell branch. 
Minneapolis-Honeywell, Minneapolis 8, Minnesota. In Canada: Toronto 17, Ontario. 


Personalized Heating Control 


Honeywell 


CONTROL SYSTEMS 
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WE DARI: 


10,000 HARD-T 


O-CONVINCE PEOPLE 


Smear, smudge or splatter stainproof Varlar 


and try to mar the beauty of this revolutionary wall covering 


which washes clean with ordinary soap and. water. 


ROVE to yourself how oil, ink, grease, 
P jam, crayon, lipstick — STAINS OF ALL 
KINDS—wash right off Varlar quickly, eas- 
ily with ordinary soap and water. See how 
beautiful, how durable and clean a really 
modern wall covering can be. Laboratory 
tests show that 25,000 soap -and - water 
scrubbings can't mar Varlar's luxurious 
new coloring ordestroyits stain resistance. 


Stainproof Varlar is made by an en- 
tirely new process. It has no surface coat- 
ing to crack or peel. No brittle plastic 
"skin" to chip or discolor. Varlar's rich 
new coloring and stain resistance go clear 
through, last for life. 


Newer Byfote Such Enduring Boat. 


VARLAR 


Stainproof Wall Covering 


VARLAR, Inc. 


DIVISION OF UNITED WALLPAbeR CHICAGO 
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Architects now have a versatile new 
decorating medium of durable beauty 
and protection ... suitable for use in any 
room or hallway, public or private, do- 
mestic or commercial. All 93 stunning 
styles . . . florals, plaids, weaves, picto- 
rials, stripes and tiles . . . go up easily as 
wallpaper. 


But don't take our word for it. Get 
first-hand proof by testing a sample of 
beautiful, stainproof Varlar .. . abso- 
lutely free! Smear, smudge or splatter it. 
Then quickly, easily wash it clean with 
ordinary soap and water. Mail the coupon 
for your free test sample of Varlar today. 


r 7 TEST AMAZING VARLAR YOURSELF...FREE! == 


VARLAR, Inc., Dept. C-118 
Merchandise Mart, Chicago 54, Illinois 

I accept your challenge. Please send me my 
free sample of Varlar Stainproof Wall Cover- 
ing and I'll test it myself. 
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manual. New recommendations are for 
the use of cold-rolled instead of soft 
temper in many locations because of its 
greater strength and the use of heavier, 
thicker sheets, except in few instances. 
New principles are given for designing 
copper linings for built-in gutters, the 
weight of sheet being related to length, 
width, depth, and side angles. A new 
“Table of Tempers, Weights, and Sizes” 
for various uses serves as a graphic 
table of contents, with cross references 
to the illustrations and discussion in 
the text. 


A general chapter on various properties 
and methods of working copper covers 
typical fastenings, seams, preparation 
of surfaces for laying, etc. The body 
of the text consists of 35 plates with 
explanatory text on facing pages. The 
drawings are extremely concise and 
clear, with a proper distortion of scale 
and omission of unnecessary details to 
emphasize the main points. The dis- 
cussion and drawings so complement 
each other that they must be taken to- 
gether for full understanding. Coverage 
is even more complete than the old 
handbook, with new details for roof 
panels for cooling, structural expansion 
joints, and many others. 


Sections on roof drainage, specifications, 
and miscellaneous data (strengths, tol- 
erances, roofing estimates, etc. com- 
plete the book. 

J. R. 


FURNITURE FOR TODAY 


The Herman Miller Collection. The 
Herman Miller Furniture Co., Zeeland, 
Mich. 72 pp., 11" x 8%", illus., index. 
$3.00 


A very handsome book, displaying to 
the best advantage the products of the 
Herman Miller Furniture Company. The 
great majority of the pieces are the 
work of George Nelson; a dozen or so 
are by Eames, two by Noguchi, and 
three by Lazlo. It is the individually 
styled pieces of Lazlo and Noguchi, 
apparently, that make this a “collec- 
tion." Presumably there will be other 
such pieces added from time to time, for 
it is the policy of the Herman Miller 
organization to produce items they be- 
lieve in. 


The work of Lazlo and Noguchi is not 
particularly suited to production for a 
broad market, though it is good to see 
such fine individual designs made avail- 
able. It is in the work of Eames and 
Nelson that the machine is really put 
to work by the designer. It would be 
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i ARCHITECTURAL META 


HANDBOOK B 
ERMANENCRE, strength 


and beauty of the copper 
alloys make them ideal for 
architectural uses," write 
Earl P. Baker and Harold 
S. Langland in the Archi- 

à; = tectural Metal Handbook 
r Hes published by the National Association 
of Ornamental Metal Manufacturers. “A list 
of these uses would comprise many of the prod- 
ucts of the Architectural Metal Industry, es- 
pecially those whose value lies in beauty of 
material and the ability to grow old gracefully. 

“The alloys of copper and tin, with occasion- 
al additions of zine, or lead (the ‘brass’ of scrip- 
ture) better known to us as bronze, is architec- 
ture’s noblest metal. The works of sculptors of 
ancient times have been preserved to us 
through having been cast in bronze. 

“A material of such distinguished tradition 
is a constant stimulus to the architect, the 
sculptor and the craftsman to high endeavor 
lest his creation be unworthy of so noble a 
material. 

“Since the intrinsic value of the metal in any 
bronze installation is very small as compared 


Mud sts ET S4 280 


with the value of the skilled labor required to 
fabricate it, it would be unwise not to select the 
most suitable and most durable metal for the 
specific purpose. Architectural designers and 
specification writers should be familiar with 
the many copper alloys that are available and 
their uses and limitations." 

Almost a century of service to architects, de- 
signers and specification writers assures us that 
the profession is widely informed and duly ap- 
preciative of the “noblest metal." Brief refer- 
ence data on Anaconda Architectural Alloys 
(with which no busy man need tax his memory) 
will be found in 1948 Sweet's, File 6B-1. More 
detailed information may be had on request. 


4823 


ANAC [zl EQupA 


Ansaconda 


ARCHITECTURAL BRONZE 


THE AMERICAN BRASS COMPANY 
General Offices: Waterbury 88, Connecticut 
Subsidiary of Anaconda Copper Mining Company 
In Canada: ANACONDA AMERICAN BRASS LTD., 
New Toronto, Ont. 
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AIR EXPRESS | 


gives you all 
these advantages 


A combination you don’t get 


with other air-shipping methods 


Í. 


Only 


Special pick-up and delivery at no extra cost. Your 
shipments are picked up promptly when you call; 


fast delivery to consignee’s door. 


You get a receipt for every shipment, and delivery is 
proved by signature of consignee. One-carrier re- 


sponsibility. Complete security. 


Assured protection, too—valuation coverage up to 
$50 without extra charge; 10 cents for each additional 


$100 or fraction thereof. 


These advantages, plus 21 others, make Air Express the 
best and fastest way to ship. Your shipments go on every 
flight of the Scheduled Airlines — repair parts, equipment, 
finished items keep moving to where they're needed. Reach 
any U.S. point in hours. Phone local Air Express Division, 
Railway Express Agency, for fast shipping action. Specify 


“Air Express” on orders for quickest delivery. 


FACTS on low Air Express rates 


22 lbs. machine parts goes 700 miles for $4.73. 

10 lbs. printed matter goes 1000 miles for $3.31. 
30-Ib. carton of new fashions goes 500 miles for $4.61. 
Same day delivery in all these cases if you ship early. 


PRESS 


GETS THERE FIRST 


p—-wuw 


AIR EXPRESS, A SERVICE OF RAILWAY EXPRESS AGENCY AND THE 


SCHEDULED AIRLINES or THE v.s. 
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Rates include pick-up and delivery door 
to door in all principal towns and cities 


Reviews 
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impossible for the metal and plywood 
Eames chairs to be produced except 
by quantity production methods, while 
interchangeable shelves and cabinets by 
Nelson are a grand demonstration of 
the variety (and unity) which can be 
achieved with a relatively small number 
of well thought out components. 


The great virtue of Nelson’s inter- 
changeable pieces is their ability to 
make backgrounds, pulling a whole 
room together, as built-in furniture can 
do in the hands of a skilled designer. 
Line diagrams of available sizes supple- 
ment the lush photographs of a rich 
variety of combinations. Thus the book 
is a manual with suggestions and data 
for new arrangements. 


The book itself is a very fine piece of 
design (also by Nelson) printed by 
Rudge. It will be a sure prize winner in 
the *best book" awards in the field of 
manufacturers’ literature. The company 
has showrooms in New York, Chicago, 
and Los Angeles. 

J. R. 


THE FURNACE WAS O.K. 


Warm Air Heating and Winter Air 
Conditioning. Prepared and published 
by the Engineering Depts. of the Lennox 
Furnace Co., Marshalltown, Iowa, 1948. 
320 pp., 8%" x 11", illus., tables, index. 
Available through Lennox dealers. 


If the old-fashioned warm-air furnace 
does not come back into its own it will 
not be the fault of this book. After all, 
the troubles with the old “family Mo- 
loch" were generally caused by faulty 
layout of the duct work or air-leaky 
houses. With more generally widespread 
knowledge of all the factors making for 
intelligent design there should be no 
diffieulty in eliminating the faults and 
gaining the benefits of this most eco- 
nomical type of heating. 


The book is a very thorough treatment 
of the whole subject of warm-air heat- 
ing in typical house constructions. The 
material on design and theory is written 
in easy, nontechnical style with a great 
number of illustrations. It has the 
special virtue of describing many actual 
installations and alterations in a way 
that conveys the results of experience 
on the job. Making this piled-up ex- 
perience available should do much to 
help improve the work of the warm-air 
heating trade. 


*Winter Air Conditioning" amounts to 
little more than filtering and humidi- 
fying the air. These are desirable but 
hardly worthy of being called air con- 
ditioning unless it is being done as 
sales argument. 

J. R. 
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SOLVED MANY POWER PROBLEMS 


Behind the attractive appearance of this new @ 
Shutlbrak Switchboard is a host of features which 
added greatly to the safety, efficiency and operation 
of one company. It provided, for instance, a more 
compact unit with greater electrical capacity ... 
greater operating efficiency with less maintenance 
e.. easier, faster and more positive switching with 
new heavy-duty @ Shutlbrak Switches . . . safe oper- 
ation with dead front, safety-type enclosure... safer 


You'll solve these and many more power problems 
by including the @ Shutlbrak Switchboard in your 
new electrical system. This heavy-duty, safety-type 
switchboard with quick make and break switches 
fitted with (9 Kamklamp (pressure type) Fusehold- 
ers is available in a full range of capacities: 30 to 
1200 amps., 250 volts, AC or DC; and 600 volts 
AC, 2, 3 and 4 poles. Consult your nearest () Repre- 
sentative for details. 


maintenance with fuses concealed behind doors 
that open only when switch is in “off” position... 
greater simplicity of maintenance due to accessi- 
bility and design...more efficient power trans- 
mission with High Efficiency Feeder @ Busduct 
carrying current from transformer station to switch- 
board with a minimum of voltage loss...and 
greater flexibility by providing for future additions 
when the need arises. 


BEFORE 


Fränk Adam Electrice Co. 


ST. LOUIS 13, MISSOURI 


Makers of BUSDUCT * PANELBOARDS © SWITCHBOARDS © SERVICE 
EQUIPMENT © SAFETY SWITCHES è LOAD CENTERS * QUIKHETER 
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This article begins a new monthly 
column by Mr. Tomson on the legal 
aspects of architecture, engineering, 
and building construction. “It’s The 
Law” will deal with current legal in- 
terpretations and decisions, and the 
commentary, based on the author’s 
knowledge and experience, should be- 
come “must” reading for practicing 


professionals. Bernard Tomson is not a 
stranger to readers of P/A. A lawyer 
who has made a special study of the 
law as it affects architecture and build- 
ing, he has already contributed two 
articles to the Office Practice series— 
“You and Your Client,” in February, 
1948; and “Licensing Requirements,” in 
August, 1948. 
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This precision saves installation labor. Weisways do not add 
excessive loads to building structure and they require no 
special preparation of walls or floor. The exclusive Foot-Grip, 
No-Slip floor of vitreous porcelain enamel is safe and, being 
non-porous, is sanitary and easy to keep clean. 


With Weisway Cabinet Showers you have flexibility. The 
number of units in each installation is determined only by 
the size of the job. Built by the pioneer of the cabinet shower 


idea, Weisways are quality 
products that will please your 
clients with long and depend- 
able service. For full details 


write 


HENRY WEIS MFG. CO., INC. e 
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Institutional School, and Industrial Field 


For the big business of modernization and new building of 
institutions and industrial plants, Weisways are the practical 
answer to the need for good showers. Precision-built of 
service-tested materials, Weisways are completely leak-proof. 


Weisway 


CABINET SHOWERS 


{121 Weisway Bldg., Elkhart, Ind. 


By BERNARD TOMSON 


Commercially minded  yet-well-inten- 
tioned builders of homes in develop- 
ments of varying sizes have attempted 
to reassure prospective purchasers that 
the neighborhoods they were buying 
into would not deteriorate in the fore- 
seeable future. To accomplish this, they 
have set up restrictions in the deeds 
which “run with the land” and are de- 
signed to prevent any builder of the 
future from indulging his taste to the 
detriment of the neighborhood. 


A recent case involved Long Island’s 
“University Gardens,’ a development 
which was advertised as “the most 
beautiful in this part of the United 
States.” The advertisements further 
emphasized that future homes would be 
“in harmony with our scheme of af- 
fairs,” 15 model homes having been 
completed to “show prospective pur- 
chasers of sites what type of construc- 
tion is expected” and to assure “against 
inharmonious or bizarre styles of archi- 
tecture in the community” and “annoy- 
ing encroachments.” 


The deed designated the Board of Di- 
rectors of the Property Owners’ Asso- 
ciation to enforce the admonition that 
*no dwelling house shall be erected 
upon any of said plots . . . except in 
harmony with the present standards of 
said development insofar as such stand- 
ards are consistent and compatible with 
conditions as they exist at the time 
such erection . is contemplated." 
This restriction is remarkable for the 
fact that no hard and fast guide is 
stated (viz. no flat roof, minimum size, 
minimum plot, etc.). The yardstick is 
esthetic standards, to be reviewed at 
the time plans are filed. 


To fortify its position in approving or 
rejecting plans, the Association engaged 
the services of a well-known architect 
who set up minimum standards for new 
construction, in conformity with the 
high standards current in the com- 
munity. 


One owner of a building plot, Schultz 
by name, was stubbornly determined to 
build the type of house that he desired 
and went forward with his construction 
despite disapproval of his plans. The 
Association then instituted suit to en- 
force its standards. 


In this particular instance, the standard 
which was the subject of dispute was 
that of size. The University Gardens 
Property Owners' Association, Inc., had 
set as a desirable standard a minimum 
cubage of 29,250 cubic feet above grade. 
The majority of homes in this project 
exceeded that minimum. However, Mr. 
Schultz contended that the dwelling he 
planned would be in harmony with this 


(Continued on page 128) 
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e 
| Lighting 
Treatments 


O'Connor & Goldberg Co. 
205 S. State Street 
Chicago, Illinois 


Foyers, display rooms and offices take on new life and glowing beauty with 
the installation of Federal Cell-Ceil, the most modern lighting treatment. 

This beautiful overall ceiling louvering is easy to install. The light-weight 
sturdy hanging mechanism developed for Cell-Ceil not only speeds up appli- 
cation but provides such easy access for relamping and cleaning that con- 
tinued satisfaction to the client is assured. 

Wherever you specify Federal Cell-Ceil you assure those who work and 
live under this louvered ceiling a soft diffused light. With all direct glare 
reduced and bad effect of sharp shadows eliminated, uniform lighting is 
provided that allows better easier-on-the-eye seeing. 

The Federal engineering staff will gladly advise on any installation prob- 
lem. Our technical bulletin on installation techniques is also available, 


address Dept. CC-12. 


*Trade Mark ‘‘Cell-Ceil’’ applied for. 


FEDERAL ENTERPRISES, INC. 


Formerly: FEDERAL ELECTRIC COMPANY, INC. 
8700 S. STATE STREET e CHICAGO 19, ILLINOIS 
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To put sparkle in Stucco... 


ATLAS WHITE CEMENT 


The sheer beauty of clean, crisp areas of stucco adds attractive- 
ness and distinction to any building. And Atlas White Cement 
gives a pure brightness and enduring service to stucco finishes. 


A matrix of Atlas White Cement not only enhances the pat- 
terns and hues of aggregates used in stucco, but it also sets off 
better, in contrast or blend, the color values of pigments and 
aggregates used in Terrazzo, Architectural Concrete Slabs and 
Cement Paints. 


Atlas White Cement complies with Federal and ASTM spec- 
ifications for portland cement. It has the same advantages for 
concrete and is used in the same way. Atlas White gives concrete 
a fresh, pleasing appearance. Cleaning is easy. Maintenance costs 
stay low. 


For further information on the uses of Atlas White Cement, see 
SWEET’S CATALOG, Section 4B/2 and 13B/8, or write to Atlas 
White Bureau, Universal Atlas Cement Company 
(United States Steel Corporation Subsidiary), 

Chrysler Building, New York 17, N. Y. — 


PA-C-25 


"THEATRE GUILD ON THE AIR” — Sponsored by U. S. Steel Subsidiaries 
Sunday Evenings—ABC Network 
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ITS THE LAW 
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standard of the development, because 
there were two other similarly detached 
houses in the immediate vicinity, which 
were smaller than his, and there were 
10 row houses which also were smaller. 
The Association explained the 12 smal- 
ler houses by stating that they were on 
the perimeter of the development and 
served to hide other, less attractive 
homes outside the community. 


Within a short time and by the end of 
the trial, Mr. Schultz succeeded in com- 
pleting the construction of his home 
which totaled a cubic footage of 8,000 
feet less than the minimum set by the 
Association as necessary for a dwelling 
to be in harmony with other homes in 
the development. The trial court came 
to the conclusion that the minimum 
size requirement was a reasonable one, 
in that this standard was not based on 
the larger homes in the development 
nor even on an average of the homes 
located there, but on one of the more 
modest homes which was used as a 
yardstick by the Association in its de- 
sire to facilitate more rapid develop- 
ment of the project. The trial court 
therefore ordered the owner to remove 
the structure within 30 days or to en- 
large it to conform ‘with the require- 
ments of the Association, ruling: “As 
the court abhors waste and not because 
it believes the defendant has proven 
himself worthy of any sympathetic con- 
sideration, an opportunity will be given 
the defendant to satisfy the reasonable 
demands of the plaintiff by agreeing 
with the latter upon a suitable addition 
or enlargement of the present structure 
within 30 days after the service of a 
copy of the judgment to be entered 
herein. If the defendant remains ada- 
mant and shows no desire to enlarge the 
structure, then, if the building is still 
owned by him at the end of 30 days, 
it will be removed.” 


The owner appealed this decision and 
the higher court reversed the judgment 
of the court below. The Appellate Court 
refused to enforce the restrictive cove- 
nant, calling for the construction of a 
dwelling in harmony with the standards 
of the development, on the ground that 
the Association had been too slow to 
invoke the processes of the court so as 
to preserve the status quo. The court 
asserted that the inaction of the Asso- 
ciation during the time elapsed between 
the commencement of construction on 
October 18, 1946 and the institution of 
suit on November 16, 1946 (during 
which time the dwelling was 50 percent 
completed was inexcusable; and would 
not be countenanced in an action for 
injunctive relief. 


The Appellate Court in this case avoided 
a discussion of the validity and enforce- 
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If this customer could get 


all the Aluminum he wants... 


HE: Évery woman knows aluminum kitchenware! Millions 
will want my building products... 


WE: That's why saying NO is so tough... 


There is no mystery in the reasons. 
We have talked aluminum, aluminum, 
aluminum, for sixty years. 
Manufacturers, and Americans in 
general, during the war, learned what 
aluminum could do. As it fought 
America's battles in the sky, they saw it 
win other battles against great stresses, 
against corrosion, against old-fashioned 
manufacturing methods. Hundreds of 
thousands of skilled American hands 
learned to work with aluminum . . . 
All of these facts, put together, caused 
a kind of postwar revolution. A manu- 
facturer of building products, or appli- 
ances,orirrigation systems, redesigned his 


lineto take advantage of aluminum's use- 
fulness. Suddenly, thousands of such manu- 


facturers were clamoring for aluminum! 


So many that—with aluminum as with 
countless other products- the world de- 
mandexceeded thesupply. And America's 
new aircraft program subtracts its large 
and necessary share. 

That is why, right at this enthusiastic 
moment, events force us to learn to say 
NO. We must say a flat NO to those 
who want aluminum because they can't 
get their regular metal. À milder NO to 
new aluminum users with ideas that are 
economically sound. We will endeavor to 
supply them with the small amounts 


needed for experimental use. Very drastic 
NO's to many of our own fabricating 
plants, which, for some time, we have 
operated at only a fraction of their 
capacity. 

Every time we have to say NO to a 
customer, it will be the fairest NO 
we know. Our first obligation is, of 
course, to the host of old customers 
who have put all their eggs in the alumi- 
num basket. 

But there will be no light decisions. 
Your Alcoa salesman and his District 
Manager will work out the answers, as 
a team whose guiding motive is this: 

We want more and more of your 
business, as soon as we can make more 
aluminum available. 

ALUMINUM Company OF AMERICA, 
1868 Gulf Building, Pittsburgh r9, Pa. 
Sales offices in principal cities, 


E specially Desigued 


BETTER SCHOOLROOM LIGHTING 


THE View 
WILEY “SEMINAR” 


CERTIFIED FLEUR-O-LIER 


@ The new Wiley “Seminar” is designed especially to meet the 
particular requirements of planned schoolroom lighting. 


The "Seminar" contains two 40-watt fluorescent lamps with 
starter or instant start certified HPF ballasts. It may be suspended 
or flush-to-ceiling, mounted singly or in continuous runs, to suit 
the architectural plan and light output requirements of individual 
classrooms. 


The ‘Seminar’ isa handsome fixture with POLY-LITE (Sandee) 
Side Panels that provides widespread down-light with uniform 
ceiling illumination. There are no curved or slanting sides to 
trap light or collect dust and dirt. 


Attractively Priced— 

Low Installation Cost— 
Quick-Economical Service— 
The Wiley Seminar may be 
quickly cleaned and lamps 
replaced by one man 
without tools. 
I.B.E.W. Label 


QUICK - ECONOMICAL SERVICE 


The Wiley Seminar may be quickly dusted, cleaned 
and lamps replaced by one man without tools. 


EXTREMELY HIGH EFFICIENCY 
Copies of E.T.L. Performance Tests available on request. 


R. & W. WILEY, Inc. 


Dearborn at Bridge St. Buffalo 7, New York 
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ability of the restrictive covenants. 
Since this case was not further ap- 
pealed, the validity of the restrictive 
covenant calling merely for the erection 
of a dwelling “in harmony with the 
standards of the development” was not 
finally determined. However, assuming 
that this restriction is validly drawn so 
as to provide an adequate standard and 
guide, the important fact remains that 
this standard was circumvented by tak- 
ing advantage of an “inexcusable delay” 
by the Association seeking to enforce it. 


The Association had promptly informed 
the owner that his proposed plans were 
unsatisfactory and when notified of his 
defiance had promptly retained counsel. 
Only three weeks elapsed between the 
commencement of construction and the 
institution of suit. Despite the necessity 
of preparing and drawing the papers 
which are necessary to commence an 
action, the court nevertheless held that 
this three-week period of time (perhaps 
also the Associations' failure to seek a 
temporary injunction during the litiga- 
tion) was sufficient to bar the Associ- 
ation from the relief to which it might 
ordinarily be entitled. This case was 
followed by a case, University Gardens 
Property Owners’ Association, Inc. v. 
Crawford Homes, Inc., in which the 
court held affirmatively that the re- 
strictive covenant in question was 
“valid and enforceable.” In that case 
it granted a temporary injunction since 
the Association had “moved with celer- 
ity” against Crawford Homes, Inc., 
which sought to circumvent the restric- 
tions. 


The importance of prompt action is 
again brought out in another New York 
case, Sahm v. Poushter. The property 
involved here was located in the City 
of Syracuse. The defendant was the 
owner of a tract of land which had a 
building restriction providing that no 
part of any building, except steps or 
bay windows and other similar pro- 
jections, might be erected upon any 
part of the premises within 30 feet of 
the nearest line of the street on which 
it faced. The defendant’s house was 
substantially in line with other neigh- 
boring houses. However, his dwelling 
was within 30 feet of the street, where 
as in the case of the other homes thei 
porches or sun parlors projected withii 
this distance. The plaintiff seeking th: 
injunction was an individual and ha 
not taken any action in reference to th 
defendant’s house until after its com 
pletion. The court decided that sinc 
the defendant’s house did not interfer 
with the plaintiff's view, light, and ai 
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Altar, St. John's Church, Los Angeles, Cal. 
Ross Montgomery and Wm. Mullay, Architects 


the finest of His Creations to glorify His House. 

MARBLE most nearly expresses the enduring character of faith . . . 
the strength and purpose of its symbol, the church . . . 

the ageless splendor of respectful praise. 

No other material is so completely appropriate; 

none so easy to clean or maintain. 


MARBLE is beautiful... ead evet shali Le 


Availability of Foreign and 
Domestic Marbles described in 
“Marble Forecast 1948-1949.” 
Write now for your copy. 
Address Institute’s Managing 
Director, Romer Shawhan, R. A. 


ord 


ll Marble Institute 
; of America, inc. 


108 FORSTER AVENUE, MOUNT VERNON, N. Y. 
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TO HELP 


WHAT ARE LURIA BUILDINGS ? 


They are permanent, 
steel-frame structures, 
designed to meet the most 
exacting building codes — 
available with clear spans 
of 40 to 100 feet, eave 
heights of 12 to 20 feet, 
and lengths in increments 
of 20 feet. 


WHERE CAN THEY BE USED? 


There's practically no 
limit to their application. 
They cam be used singly 
or in any desired combi- 
nation— with a wide 
choice of door and win- 
dow locations, optional 
features, roofing and sid- 
ing materials. These 
Standard Buildings are 
so flexible that they can, 
in effect, be custom-tail- 
ored to meet your pre- 
cise requirements. 


WHY DO THEY COST LESS? 


Because (1) they are produced 
in quantity; (2) they use fewer 
and heavier members which re- 
quire less fabrication; (3) they 
are designed to permit maximum 
interchangeability of parts 
throughout the entire line. 


Standard Buildings 


by LURIA 


LURIA ENGINEERING CORPORATION 
500 FIFTH AVE., NEW YORK 18, N. Y. 
Offices in: Atlanta, Boston, Chicago, 
Cleveland, Philadelphia, Pittsburgh, and 
Washington, D.C. 
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YOUR NEXT BUILDING 


-this new catalog shows you how to do it 


R 


YOU PLAN 


STANDARD 
BUILDINGS 


WHEN ARE THEY AVAILABLE ? 


Now for fast delivery. Many sizes are 
carried in stock and can be shipped 
immediately. 


This 20-page catalog, containing data and 
specifications on the complete Luria line, 
will be a valuable addition to your files. 
For here is a new and flexible medium to 
work with—permanent structures that can 
be incorporated into your plans with 
complete confidence—low in cost, readily 
available, easy to erect. 


——— maa 


SEND FOR YOUR COPY TODAY 


LURIA ENGINEERING CORPORATION 
500 Fifth Ave., New York 18, N. Y. Dept. P1 


Please send me a copy of your new catalog 
on the complete line of Standard Buildings 
by LURIA. 


""————————————— 
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and because she had delayed in seeking 
relief and had seemingly acquiesced in 
the building of the defendant’s dwelling, 
it would be oppressive to grant an in- 
junction. However, a contrary conclu- 
sion was reached in another New York 
case entitled McCain Realty Co., Inc. v. 
Aylesworth, where the court did not 
believe that the conduct of the plaintiff, 
in failing to take action against other 
dwellings which were built in violation 
of a restrictive covenant, was sufficient 
to invalidate or waive his right to en- 
force the restrictive covenant against 
the defendant. 


From the foregoing and other similar 
cases, no definite and clear-cut rule may 
be drawn to designate the point at 
which lack of action on the part of the 
person seeking to enforce or maintain 
esthetic or other standards will cause 
him to be deprived by the courts of his 
right to do so. The greater the cost and 
the greater the effort expended by the 
infringing builder before an attempt 
is made to stop the violation, the 
greater the reluctance of the courts to 
interfere with the fait accompli. The 
only safe course is to take immediate 
legal action when an owner has defi- 
nitely committed himself to build in 
violation of a standard which it is de- 
sirable to maintain. 


A municipality, in enforcing its zoning 
laws, is not in quite the same position 
as an individual seeking to enforce a 
restrictive covenant. As a rule, the 
courts will not permit the action or in- 
action of a municipal officer or employee 
to constitute an estoppel against a mu- 
nicipality or a waiver of its right to 
enforce its own laws. In a recent New 
York case entitled Town of Clarkstown 
v. Hantman, a builder had erected, in 
an area zoned for 1-family dwellings, 
a 10-family dwelling. The town build- 
ing inspector knew of the construction 
from the beginning and had even prom- 
ised that a permit eventually would be 
issued. The court held that despite this 
inaction by an administrative officer, 
the municipality was entitled to an in- 
junction, on the ground that the court 
will not recognize any attempt to con- 
done, or afford immunity from a law 
violation. 


Since no appeal was taken, the result 
of this determination was to restrict 
this 10-family dwelling to occupancy 
by 1 family only. Unless the zoning 
law is modified, this bizarre situation 
perhaps might be resolved by the re- 
moval of the building to an area zoned 
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GO AHEAD WITH MODERNIZING PLANS! With plenty of 
l. fluorescent lamps available, you can take full advantage of 
their high efficiency to raise lighting levels—give full scope 
to modern lighting design! For maximum light output and 
dependability specify G-E fluorescent lamps for every job. 


FOR NEW FLUORESCENT LIGHTING EFFECTS, use these two 
3. new G-E fluorescent colors. The new G-E “soft white” pro- 
vides subtle flattery for complexions, foods and surroundings, 
while the new G-E “warm tint” gives color values similar to 
incandescent light—adds the warmth required in many interiors. 


a 

2 MORE LIGHT PER WATT! The new 85-watt G-E fluorescent 

e lamp gives as much light as the 100-watt lamp it replaces, 

and is used with existing 100-watt equipment. It uses rare gas, 

krypton, for greater efficiency —another example of G-E lamp 

research that helps you specify improved lighting—at mini- 
mum cost! 


TO MAKE THE MOST of these great new G-E fluo- 
rescent lamp developments, call your nearest 
General Electric Lamp office. G. E. lighting en- 
gineers will cooperate with you in working out 
fluorescent lighting that will do the best job in 
home, factory, store, office, theater or any other 
building you may be planning. 


Lamp Department of General Electric Company, 
Nela Park, Cleveland 12, Obzo. 
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THE Fare 
LUMOGRAPH 
ARTIST 
PENCIL 


VY MAS 


EVERYTHING 


zz 


For finer work with greater ease, 
here's why draftsmen choose the 
Mars-Lumograph #1018: 


1. Superior 4-ply clutch action 
insures a firm grip on the 
lead. This feature, together 
with Mars-Lumograph 
“ribbed” leads, eliminates 
slip or wobble under pres- 
sure. 


2. The balance and propor- 
tion are designed to provide 
perfect ease and freedom 
from fatigue. The pains- 
taking "Old World” work- 
manship necessary to 
achieve this goal is a major 
factor in its construction. 


3. The knurled finger grip 
assures firmness under 
any pressure even when 
the hands are moist. 


4. Specially ribbed dense 
graphite leads of the 
companion #1904 Mars- 
Lumograph line insure 
opaqueness with light 
finger pressure. Fine re- 
productions can be made 
direct from drawings. 
Each lead has a special 
safety collar which in- 
dicates its degree. 

Compare #1018 Mars- 
Lumograph with the pen- 
cil you now use. You'll 
like it! At your dealer’s. 
Write direct for nearest 
supplier or order a sample 
direct from Dept. H for 
$1.00. Obtainable in the 

15 degree range from ExB 

through 6H. 


'ST 3 Stor 


ARMES. 7 ida 


Gaiidavis 


av woownT DIC SHUN BI 


LE 


J. S.STAEOTLER,INC. 


55-55 WORTH STREET 


NEW YORK 13, N.Y. 
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to permit its use for the purpose for 
which it was designed. 


All this leads to the following con- 
clusions: 


1. Community-wide “esthetic” restric- 
tions in a deed, if properly drawn, are 
probably valid and enforceable. 


2. The community association must ex- 
ercise eternal vigilance in promptly en- 
forcing its restrictive covenants or run 
the risk of approving deviations by 
inaction, even temporary. 


3 Inactivity on the part of a govern- 
mental body or officer, as distinguished 
from a private body, may be prolonged 
and yet not excuse lack of compliance 
even when substantial hardship results 
to a builder. 


NOTICES 


APPOINTMENTS 


Henry L. KAMPHOEFNER, former pro- 
fessor of architecture at the University 
of Oklahoma, has been named the first 
dean of the newly created School of 
Design, North Carolina State College. 
Two departments are now a part of the 
new school. The Department of Land- 
scape Architecture will be headed by 
EpwIN G. THURLOW, the staff also in- 
cluding Professors LAWRENCE B. ENER- 
SEN and MORLEY J. WILLIAMS. 


MATTHEW NOWICKI, Polish architect 
and design consultant for the United 
Nations, has been designated professor 
of architecture and acting head of the 
Department of Architecture. Other 
faculty members are Associate Profes- 
sors JAMES W. FITZGIBBON, EDWARD W. 
WAUGH, and DUNCAN STUART; Assis- 
tant Professor GEORGE MATSUMOTO; 
Visiting Assistant Professor STANIS- 
LAVA NOWICKI; Instructors JOHN C. 
KNIGHT, JOHN H. MOEHLMAN, and 
MARGARET CROSBY FITZGIBBON; and 
Graduate Assistant DAVID GEORGE. 


LEWIS MUMFORD will serve as visiting 
professor of architecture. Professor 
Ross SHUMAKER, Associate Professor 
WILLIAM L. BAUMGARTEN, Assistant 
Professor ALEXANDER CRANE and Visit- 
ing Associate Professor F. CARTER 
WILLIAMS, who were members of the 
faculty before formation of the new 
school, will continue on the staff. 


Announcement has been made of the 
appointment of RICHARD P. LISCHER, 
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{hal these windows, as seen in 

V current magazines, can be 
interpreted in stock size Gate City 
Awning Windows? 


Gate City Awning Windows 
give twice the ventilation of 
double-hung sash. .. scoop in fresh 
air and circulate it indoors, thus 
making rooms cooler on hot days? 


they can be combined with 

fixed picture windows, or 
grouped in any combination of 
fixed and movable sash? 


their smooth lines "stay put” 

WT inall positions, with no black 

"holes" to mar the design when 
windows are open? 


despite their convenience, 
A turn-of-a-handle operation, 
ease of cleaning, and their charm, 
they cost little more, if any, than 
conventional sash? 


* For furtber information, 
refer to Sweet's — or write 
Gate City Sash & Door 
Company, Dept. P-11, 
Fort Lauderdale, Florida. 


Export Sales Representative, Frazar & Company, 50 Church Street 
New York 7, N. Y., U. S. A. Cable address: Frazar, N. Y. Agents in 
principal cities throughout the world. 
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BRACE-TITE LATHING SYSTEM 


for Suspended Ceilings 


USG’s new BRaACE-TrTE Lathing System gives 
you all the advantages of RocKLATH plaster 
base—plus the desirable features of suspended ceil- 
ing construction. It is easily adjusted to the con- 
tractor's working methods because no special tools 
are used, and no time-consuming training is re- 
quired for either lathers or plasterers. 

Brace -TITE is adaptable, economical, and 
easy to install—and the plaster will be stronger, 
because it's wire-reinforced with BRACE -TITE 
clips that join each other in a lock-like action. 
Standard channels, hot- or cold-rolled, and con- 


hS 
kè 


*T M. Reg. U. S. Pat. Off. It distinguishes the United States Gypsum Company's plaster base. 


United States 


Gypsum œ Lime eœ 


ventional 12-inch or 16-inch spacing are used. 
USG provides all the materials for the complete 
system ... USG has entire product responsibility. 

Economical—because material cost is low, and 
BRACE -TITE ceilings go up so rapidly that in- 
stallation expense can be held to a minimum. 

Only V$ inch of plaster required—can be applied 
in just two coats! You can double back! 

Ask your USG representative about the new 
BRACE-TITE Lathing System ... and be sure to 
ask him for a copy of the new BRACE-TITE 
Specification Folder next time you see him. 


Gypsum 


For Building e For Industry 


Steel e Insulation + Roofing œ Paint 
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What thís Seal of Service 
Means to You! 


THESE 
FREE BOOKS 
tell youof the organ- 
ization and facilities 
behind this pledge 
... give you a list of 


dependable suppliers 
of Southern Pine. 


Write for 
your copies today. 


196 PROGRESSIVE ARCHITECTURE 


SPA subscribers pledge to you the achievements of 
33 years of continued and united effort in estab- 
lishing and maintaining Southern Pine as the 
world's supreme structural wood. To the architect, 
engineer, contractor, lumber dealer and consumer, 


that pledge means: 


Adequate, Permanent 


Supply of dependable South- 
ern Pine 


els 


SPA subscribers, through 
sound forest management, 
backed by fertile timber- 
growing lands, assure an ade- 
quate, permanent supply of 
Southern Pine. 


Proper Manvfacture for 
Southern Pine's countless uses 


125 


SPA subscribers, through re- 
search, are enhancing South- 
ern Pine’s superior character- 
istics by improving quality 
through progressively better 
manufacture. 


Carefully Supervised 


Grading to assure quality 
standards 


(3. 


SPA subscribers’ production 
conforms to the industry's 
established standards. which 
mean: (a) Accurate Grading; 
(b) Correct Manufacture; and 
(c) Proper Seasoning . . . all 
important to you. 


Efficient Distribution for 
dependable availability 


44* 


SPA subscribers, by location 
and facilities, are able to 
serve their respective markets 
with maximum efficiency and 
economy. 


Accurate Specifications 
for widest utilization of South- 
ern Pine's superior qualities 


455 


SPA subscribers stress authen- 
tic specifications and provide 
technical guidance to design- 
ers and specifiers to assure 
the right grade in the right 
place. 


Proper Use for homes, 
farms, railroads, industrials, 
etc. 


6. 


SPA subscribers are working 
effectively with the building 
professions, lumber dealers 
and their customers to pro- 
mote the time-tested advan- 
tages of Southern Pine for 
every one of America's builu- 
ing needs. 


SOUTHERN PINE 


AS SUC 


ATION 


CANAL BUILDING 
NEW ORLEANS 4, LOUISIANA 
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designer, of New York and Milford, 
Conn., as professor of industrial design 
at Bard College. 


Lours I. KAHN, of Philadelphia, Pa., 
and ELrorT F. NovEs, of New Canaan, 
Conn., have been appointed critics in 
architectural design, Department of Ar- 
chitecture, Yale University, for the 
year 1948-49. Five architects appointed 
to serve as visiting critics, each for a 
five-week period, are SVEN MARKELIUS, 
of Sweden; EERO SAARINEN, of Bloom- 
field Hills, Mich.; PIETRO BELLUSCHI, of 
Portland, Ore.; JOHN SLOAN, of New 
York; and HUGH STUBBINS, of Lexing- 
ton, Mass. 


ERIC MENDELSOHN, architect, has been 
appointed lecturer at the University 
of California School of Architecture, 
Berkeley, Calif. 


FELLOWSHIPS 


FOURTEEN FELLOWSHIPS FOR STUDENTS 
AND ARTISTS capable of doing independ- 
ent work in architecture, landscape ar- 
chitecture, sculpture, painting, history 
of art, musical composition, and classi- 


„cal studies have been announced by the 


American Academy in Rome. The fel- 
lowships, to be awarded on evidence of 
ability and achievement, are open to 
any citizen of the United States for 
one year beginning October 1, 1949, 
with possibility of renewal. Each fel- 
lowship carries a stipend of $1,250 a 
year, round-trip transportation between 
New York and Rome, studio space, resi- 
dence at the Academy, and an additional 
travel allowance. All applications must 
be received by the Executive Secretary, 
American Academy in Rome, 101 Park 
Ave., New York 17, N. Y., by February 
1, 1949. 


NEW ADDRESSES 


BASSETTI & MoRsE, Architects, 
Boren Ave., Seattle 1, Wash. 


J. HERBERT BURMEISTER, Architect, 89- 
30 161st St., Jamaica 2, N. Y. 


FREDERICK G. NOBBE, Architect, R.D. 
Box 98, Long Branch, N. J. 


LEON HYZEN, Architect and Industrial 
Designer, 1129 N. Dearborn St. Chi- 
cago 10, Ill. 


MARCEL BREUER, 113 E. 37th St., New 
York 16, N. Y. 


GARDNER A. DAILEY & ASSOCIATES, Ar- 
chitects, 442 Post St., San Francisco 8, 
Calif. 


RICHARD HAWLEY CUTTING, ANTHONY 
S. CIRESI, Architects, and Associates, 
2074 E. 36th St., Cleveland 15, Ohio. 
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THE MUTUAL BENEFIT LIFE INSURANCE CO. 
OFFICES ARE NOW EFFECTIVELY LIGHTED 
WITH 1,790 SYLVANIA LOUVERED 
FLUORESCENT FIXTURES! 


Going from unsatisfactory working conditions to bright, 
cheerful, virtually shad2wless surroundings was accom- 
plished at The Mutual Benefit offices in Newark, New 
Jersey. through the installation—by Beach Electric Co. 
(contractor) —of a carefully engineered Sylvania Fluo- 
rescent Fixture Lighting System. 

Each of the three floors contains 501 Sylvania CL-440 
fluorescent fixtures in six continuous rows. Each unit 
contains four 40-watt lamps of 3500? white color. Ceiling 


mounted, these beautiful louvered fixtures have their 
light reflected from the ceiling, as well as diffused 
through the louvers that shield the lamps. 

This new lighting has overcome the immediate prob- 
lem of getting employees to work in the center bays. 
Mutual Benefit reports great all-around satisfaction with 
the new Sylvania installation. 

Sylvania Electric Products Inc., Fixture Division, 
Ipswich, Massachusetts. 


SYLVANIA 
ELECTRIC 


FLUORESCENT LAMPS, FIXTURES, WIRING DEVICES; ELECTRIC LIGHT BULBS; PHOTOLAMPS; RADIO TUBES; CATHODE RAY TUBES; ELECTRONIC DEVICES 
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^ SITUATIONS OPEN | 


ARCHITECTURAL DESIGNER OR DRAFTSMAN 
WANTED—schools, hospitals, dormitories, 
etc. Immediate employment with opportunity 
to qualify for permanent civil service appoint- 
ment. J. Frank Johnson, Acting State Archi- 
tect, Topeka, Kansas. 


THE UNIVERSITY OF CALIFORNIA—Los Ala- 
mos Scientific Laboratory has openings for 
qualified men for a new laboratory construc- 
tion program. Engineers with B.S. or equiva- 
lent in civil, mechanical or electrical engi- 
neering plus six or more years experience in 
industrial or university construction and/or 
construction planning. Mechanical draftsman 
with four to six years experience. Electrical 
draftsman with four to six years experience. 
Chief construction inspector with B.S. or 
equivalent in civil, electrical, or mechanical 
engineering plus a minimum of six years ex- 
perience in inspection work. Mail qualifica- 
tions to Employment Director, University of 
California, Los Alamos Scientific Laboratory, 
Los Alamos, New Mexico. 


CHIEF DRAFTSMAN—age forty to fifty, pre- 
vious experience as chief, design ability and 
feeling for contemporary architecture. To 
grow up with established but expanding con- 
genial office in Eastern community. Salary 
plus share of profit and eventual junior part- 
nership for right man. Reply Box 182, PRO- 
GRESSIVE ARCHITECTURE. 


WANTED ARCHITECTURAL DELINATORS—to 
do free-lance architectural renderings. For 
men whose capabilities in rendering meet our 
standards this opportunity will prove most 
profitable. Reply as to qualifications includ- 
ing at least two photographic samples not 
smaller than 8” x 12”. Box 183, PROGRES- 
SIVE ARCHITECTURE. 


EXCELLENT OPENING—for architectural de- 
signers, draftsmen and structural engineers. 
Permanent positions for qualified personnel. 
Good salaries and working conditions in 
ideal climate. Write P. O. Box 308, Sante 
Fe, New Mexico, stating qualifications in 
detail. 


Advertising Rates 


Standard charge for each unit is Five 
Dollars, with a maximum of 50 words. In 
counting words, your complete address 
(any address) counts as five words, a 
box number as three words. Two units 
may be purchased for ten dollars, with 
a maximum of 100 words. Check or 
money order should accompany adver- 
tisement and be mailed to Jobs and 
Men, c/o Progressive Architecture, 330 
W. 42nd St, New York 18, N. Y. In- 
sertions will be accepted not later than 
the 1st of the month preceding publica- 
tion. Box number replies should be ad- 
dressed as noted above with the box 
number placed in lower left hand corner 
of envelope. 


CONSTRUCTION ESTIMATOR—EXPEDITER— 
QUANTITY TAKEOFF—No beginners need 
apply. Experience essential. Must be familiar 
with all phases of construction work and 
office procedure. Ability to purchase, nego- 
tiate contracts and handle sub-contractors. 
Permanent position, with a large Kansas City 
general contracting firm if satisfactory. Must 
be live wire. State references, experience and 
a complete personal history in reply. Box 180, 
PROGRESSIVE ARCHITECTURE. 


SITUATIONS WANTED 


ARCHITECT—age 52, 1923 University of 
Michigan graduate, Michigan registration, 
experienced in design, drafting, construction, 
specifications, general office practice on resi- 
dences, schools, churches, hospitals, industrial 
and commercial, wishes position of responsi- 
bility with progressive architect in southern 
states. Available November 1, Box 178, PRO- 
GRESSIVE ARCHITECTURE. 


STRUCTURAL ENGINEER AND ARCHITECT— 
college graduate, Illinois registration, married, 
twenty years’ experience, desires responsible 
position with progressive firm having years 
ahead construction program. Know field op- 
erations as superintendent, proved executive 
ability on architectural and structural design 
for large volume work including industrial 
and commercial buildings. Box 179, PRo- 
GRESSIVE ARCHITECTURE. 


ARCHITECT — desires association that offers 
partnership possibilities. Wide experience; 
all types of buildings. Good designer, Can 
invest. Prefer West or Southwest. Box 184, 
PROGRESSIVE ARCHITECTURE. 


MISCELLANEOUS 


SPECIFICATION WRITER—tegistered archi- 
tect, member A.I.A. Free lance specifications, 
including contract documents, on fee basis. 
Thirty years’ experience in private practice 
and in Federal government on all types of“ 
projects, including public buildings, hospitals, 
military structures, housing projects, etc. Wide 
knowledge of materials and their application. 
Box 172, PROGRESSIVE ARCHITECTURE. 


ARCHITECTURE-ARTIST AND DELINEATOR— 
of long experience, offers services for free- 
lance architectural renderings and perspec- 
tives; bird’s-eye-views of real estate develop- 
ments, city-planning projects, engineering 
structures, highways and bridges. Theodore A. 
De Postels, A.I.A., 644 Riverside Drive, New 
York 31, N. Y., Audubon 3-1677. 


COMPETENT ARCHITECTURAL RENDERING— 
service offered according to the architects’ 
requirements for all types and styles of struc- 
tures in any medium. Write to Rendu, PSNA 
Bldg., 400 North Third Street, Room 200, 
Harrisburg, Pa. 


e 
PUBLIC 
RELATIONS 


Complete effective service for local 
and/or national coverage. 


Specialists in public relations for 
architectural organizations. 


Moderate fee arrangement. 
for details—No obligation. 


BASCOME co 


501 MADISON AVENUE 


Write 


NEW YORK 22 


A new Reinhold book... 
ARCHITECTURAL PRACTICE . . . . 


By Clinton H. Cowgill, A.A. and Ben John Small, A.I.A. 


H... is the most comprehensive book of its kind ever written. |t 
covers the professional, business, and legal aspects of architectural 
practice. Commissions for professional services are traced in minutest 
detail from the day the client arrives to the last payment for work 
performed. Theory and practice are successfully woven throughout the 


book. 


CONTENTS: 
Introduction 


Part I—The Divisions of Architectural Practice 

Part lI—Business Aspects of Architectural Practice 

Part IlI—Legal and Professional Aspects of Architectural Practice 
Part IV— Professional Aspects of Architectural Practice 


Part V—Miscellaneous 


396 Pages, Illustrated . . . :* 


138 PROGRESSIVE ARCHITECTURE 


$12.00 


Please send me .................. copies of ARCHITECTURAL PRACTICE 
by Cowgill and Small. 
O I enclose §......... 


(Postage prepaid if cash accompanies order.) 


p -= e -ee l e o o o ‘a ‘o 


REINHOLD PUBLISHING CORPORATION 
Dept. I-M9, 330 West 42nd Street, New York 18, N. Y. 


[] Please bill me. 


Rotary's Qt 


is the most practical elevator 
for 2, 3, or 4 stories 


Recent installations 
in these modern buildings 


The Carborundum Co., Niagara Falls, N. Y. 
Alexander D. Crossett, Architect 


Johns-Manville Corp., Manville, N. J. 
Shreve, Lamb & Harmon, Architects 


IT’S PUSHED UP... NOT PULLED UP! 


You don't need a penthouse. You don't need a heavy shaft- 
way structure. You don't need a special machine room. 


You can simplify your plans and streamline your building de- 
signs. The Oildraulic Elevator requires no costly, unsightly 
penthouse because it's pushed up from below by a powerful hy- 
draulic jack . . . not pulled from above. This also makes pos- 
sible a lighter shaftway structure . . . no need for heavy load- 
bearing supporting columns. No special machine room is re- 
quired, either, for the compact Oildraulic power unit. Other 
features that please building owners are smooth operation, ac- 
curate landing stops, rugged car construction, and economical 
service. Mail the coupon below for complete information and 
Architect's Preliminary layout data. 


Retary’ 
Oildravulic Elevators 


e 95 7" "ERNNEENENMENEEEEREERENNNERM 


Pd 


Dr. Pepper Co., Dallas, Texas 
Thomas, Jameson & Merrill, Architects 


Kroehler Manufacturing Co., Dallas, Texas 
Inge-Hayman, Architects 


Rorary Lirr Co. 
1114 Kentucky, Memphis 2, Tenn. 


Send complete Architects Data on Oildraulic 
Elevators to: 


Name 
Address 
g Engi ing Co., Chicago, Ill. "i 
Logan Engineering Co., Chicago, Ill City State 


*99909299999929999299999999092999999999292929499292929292922992982090992999009990299099299«99«99«9«2999999*29229299292*9595*259 


V. L. Charn, Architect 
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to meet all your residential 
requirements 


NOW you can have fingertip action for all your rolling doors— 
for Har-Vey Hardware is available in sizes to match any 
residential rolling door! Each size features smooth, silent 
bearing action and is precision-made of the finest materials. 


Save Space, Time and Money—Rolling doors permit full use 
of every square inch of every room and allow reduced cubic 
footage, with substantial savings in construction and finishing 
time and costs. Use of Har-Vey Hardware assures simple 
installation and smooth operation. 


Send today for folder showing varied uses & installa- 
tion details of rolling doors & complete information 
on Har-Vey Hardware: 


Hardware Division U 


Merat Propucts CORPORATION 


807 N. W. 20th St. Miami, Florida 


NAME | .. 
COMPANY | | . 
STREET aac — 
CITY - STATE. 
YOUR DEALER'S NAME 


HII 
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STRONGER 
Cavity Walls 


call for 


a* 
«RAO Mn 


WALL TIES 


G 
STRENG TM e V? 


V- DRIP LOOP 


prevents moisture from 
reaching inside wall 
By using Copperweld 


Wall Ties, you 
can be sure the 


strength you build 
into your cavity walls 
will remain perma- 
nent. For the rugged 
alloy steel core of 
each Copperweld 
Tieis protected for 
life by a thick cov- 
ering of rust-re- 
sisting copper. 


The corrosive 
action of mois- 
ture, lime, and 
mortar cannot 
penetrate or 
weaken these 
ties—they remain intact and totally unaffected 
through the years. Made by the Copperweld 
Molten- Welding Process, the breaking strength 
of the wire is nearly 2 tons and this original 
strength is constant for the entire life of 
the cavity wall. 


To assure the safety, stability, and long life 
of every structure built with cavity walls— 
make your wall tie specifications and orders 
read: "Copperweld." Made in 6" and 8" sizes 
—packed 500 of one size to a box—available 
through leading building supply dealers every- 


where. Write for Descriptive Literature. 


| COPPERWELD STEEL COMPANY 


GLASSPORT, PA. 
| SALES OFFICES IN PRINCIPAL CITIES 


For modern merchandising 


The International Trade Mart, in New Orleans, initiates a new advance in 
international merchandising. The ultra-modern building, air-conditioned 
throughout, will contain corridors of super-lighted display rooms, in which 
domestic products will be presented to foreign buyers. 

These before and after pictures show how an old building was trans- 
formed into a thoroughly modern mercantile landmark—largely by the 
lavish use of PC Glass Blocks. Architect: Rathbone de Buys. 


orE and more PC Glass Blocks 
M are being used in the construc- 
tion and modernization of mercantile 
buildings, mainly for thesefour reasons: 

They improve the appearance of the 
building, give it a pleasing aspect that 
attracts discriminating buyers. 

Large panels of PC Glass Blocks 
provide the clear diffused daylight that 
brings out the full colorful beauty of 
merchandise on display. Glass Blocks 
can also be used for interior partitions 


PITTSBURGH Pittsburgh Corning Corporation also makes PC Foamglas Insulation | 


PC Giass Blocks... the mark of a modern building 


and screens without restricting the 
supply of daylight. 

Each hollow, thick-walled PC Glass 
Block is an effective insulating unit, 
which resists heat travel through light 
openings into or out of the building. 
This insulating value facilitates air- 
conditioning, reduces heating costs. 

Panels of PC Glass Blocks can be 
cleaned quickly and easily. There is no 
perishable wood or metal sash to need 
repairs and repainting. The blocks do 


not break readily, so maintenance costs 
are kept at a minimum. 

Whether you are planning recon- 
struction or new construction projects. 
be sure you have the latest, complete 
information on PC Glass Blocks. We 
have recently published authoritative 
booklets on the use of our blocks in 
residences, in industrial, commercial 
and public buildings. We shall be glad 
to send you free copies upon request. 
Just send in the convenient coupon. 


| | 
l Pittsburgh Corning Corporation | 
Room 712-8, 632 Duquesne Way 
l Pittsburgh 22, Pa. | 
| Please send along my free copies of your booklets on | 
| the use of PC Glass Blocks in all types of buildings. It | 
| is understood that I incur no obligation. | 
Distributed by PITTSBURGH PLATE GLASS COMPANY l UT ONE ER EE AE N EES ee | 
by W. P. Fuller & Co. on the Pacific Coast and by Hobbs Glass Ltd. in Canada l PE BEN NNNM EMEN i 
l : | 
FOR ADDITIONAL INFORMATION SEE OUR INSERTS IN SWEET’S CATALOGS. | City---------------------------.-~ State--------_- | 
EMEN | 
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ON CHIMNEYS AND VENT FLUES 


Breidert 
Air-X-Hausters 


(PAT. NO. 2269428) 


Breidert Air-X-Hauster 
Chimney Top makes 
fireplace draw better. 


the first scientific 
improvement in roof ventilators 
pz" in over 50 years! 


No matter which way the wind blows, no 
matter how bad the weather—the Breidert 
provides positive exhaust. Designed in accord- 
ance with the science of aerodynamics, this 
revolutionary ventilator utilizes the power of 
air currents coming trom all angles to provide 
safe, positive ventilation without back-draft. 
Type B Breidert — Stationary—no moving parts to regulate or get 
ee out of order. .no power consumption... 
compact and pleasing in appearance. 


ctal and residential 

buildings. 
Breidert Air-X-Hauster—the first ventilator to be 
tested under ail variable vertical and horizontal 
wind conditions .. . with certified ratings published. 


Unlike most conventional ventilators which work efficiently only when 
wind strikes in a horizontal plane, the Breidert has been thoroughly 
tested—by U. S. Navy and Smith Emery Commercial Testing Labora- 
tories—with the wind blowing in all directions. Its remarkably high 
performance ratings under all conditions are certified and published. 


Many Thousands in Use all over the Country 


Breidert Air-X-Hausters have found wide acceptance among architects, 
engineers, industrialists, farmers, home owners, ship and boat owners, 
U. S. Army, U. S. Navy, Maritime Commission, schools, institutions 
and public buildings. In every case when properly installed, the 
Breidert has never failed to fully meet every claim made for it! 


"Ask to see this interesting 


Free Engineering Data Book, with demonstration” 
complete specifications, sent on re- 
quest. Address (€ 

SNA 


G. C. BREIDERT CO., 


3129 SAN FERNANDO ROAD » 
LOS ANGELES 41, CALIFORNIA m 


Representatives in 50 principal cities throughout the United States 
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BARBER 
COLMAN 


Ask for Bulletin F-2741 
and get full performance 
data, dimensions, de- 
scription, principles of 
operation, typical instal- 
lation methods, and sug- 
gested uses. Write today. 


CEILING 
OUTLETS 


These new line-type ceiling outlets 
can be used singly or end-to-end in 
continuous strips. They are con- 
structed of scientifically-designed, 
rolled-steel members all dimension- 
ally coordinated for use with acoustical 
ceilings and other building products. 


A New Approach to 
tin Distribution 

Keyed to modern architectural con- 
cepts, LINE-O-FLO, provides a vital 
contribution to continuity of design. 
High diffusion efficiency results in 
rapid induction of room air into the 
primary stream, quickly equalizing 
the temperature differential. 


PERFORMANCE DATA 
ASSURES ACCURATE ENGINEERING 
Knowing the CFM available and the 
throw required, the number of stand- 
ard units needed can be quickly 
obtained from reliable Performance 
Data tables. Two basic models are 
made — Model "LS" (shown above) 
and Model "LL" (designed to receive 
M21118 DAY-BRITE Lighting Unit). 


BARBER - COLMAN COMPANY 
1230 ROCK ST. e ROCKFORD, ILLINOIS 


CHDURO-ASHLAR 


ARCHITECTURAL 
LERRA GOTTA 


Descriptive Literature, Construction Details, Color 


Samples, available on request. Preliminary sketches 
or finished drawings sent to us for construction 


or cost information will receive prompt attention. 


KS wy 


Representatives in all principal cities. 


FA 


FEDERAL SEABOARD TERRA COTTA CORP. 


10 EAST 40th STREET, NEW YORK 16, N. Y. 
PERTH AMBOY, N. J. SOUTH AMBO Y, N. J. 
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BENNETT 


Sresh=fire 


for Perfect Fireplaces 
EVERY TIME! 


Of course, you can 
design the perfect 
fireplace. But will it 
be constructed exact- 
ly as you planned it? 
You can be sure of 
perfect fireplaces— 
when you specify the 
Bennett  resh- Aire 


Bennett Fresh-Aire : 
Freies Unit. It serves as a 

complete form for 
smoke-free internal proportions of throat, damper, 
smoke chamber and shelt, etc. Fireplaces built 


around these units must be right. 


Here are three additional reasons for specifying 
Bennett Fresh-Aire Units for the modern, insu- 
lated home: 


1. They warm fresh air drawn from outdoors— 
eliminate the upsetting effects of the ordi- 
nary fireplace on the balanced central heat- 
ing system .. . eliminate smoky back-drafts. 


2. They allow complete freedom to detail the 
exterior design of any type or style of fire- 
place you plan. 


3. Their moderate first cost is offset by savings 
in construction and perfect operation. 


Bennett Warm -Aire Unit 


—for perfect fireplaces in camps, southern homes, 
play rooms, ete. Draws cool air off the floor, 
heats and recirculates it evenly throughout the 
room—and to adjacent rooms or upstairs. 


Write us at 1148 Cedar St. for Catalog— 
or see Sweet’s 


NORWICH, NEW YORK 


BENN ETT- IRELAND INC. 
à é 
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1200 Series 
Floor Drain with 
Deep Set Strainer 


Combines the Famous 
Boosey Patented Clamping Ring 
and 


Heavy Traffic Deep Set Strainer 


Here's a valuable new addition to the Boosey line. 
Boosey Deep Set Cl Strainers of the non-tilt type are 
now available with all Boosey 1200 Series, and 1205 
Series and 1210 Series Floor Drains and 1225 Series 
Shower Drains. 


Formerly only available in drains where no flashing 
was required, this rugged Heavy Traffic Deep Set 
Strainer is now combined with the Floor and Shower 
Drains listed above. These embody the famous Boosey 
Patented Clamping Ring which eliminates bolt holes 
through flashing and provides adequate space for 
sealing lower edge of flashing — a marvel of engi- 
neering and design. 


The 1200 CI, 1205 CI, 1210 Cl and 1225 CI Drains with 
deep set strainers are priced the same as the Cl ad- 
justable type strainers. 

These unique drains are also available in Illinois 
Nickel Alloy* which eliminates possibility of cuts and 
lacerations to bare feet so often caused by ordinary 
plated strainers. 


Write tor complete information. It will pay you well. 


*Illinois Nickel Alloy retains its original 
brightness with constant wear because it 
is solid and not plated. It is sanitary be- 
cause no plating can peel or loosen to 
lodge elusive dirt particles. Hospitals and 
institutions throughout the country have 
recognized this as an important feature! 


General Sales Offices: 
420 North La Salle St. 
Chicago 10, Illinois 


AMERICAN SKEIN and FOUNDRY COMPANY 


ESTABLISHED 1900 


FACTORY: RACINE, WISCONSIN 


Most people want windows 

that can be opened or 
closed at will, according to the 
seasonal or individual room re- 
quirements. Invizible Sash 
Balances completely satisfy this 
desire. 


Most housewives prefer 

windows that are easy to 
keep clean and neat. With Inviz- 
ible Sash Balances, there are no 
cables, tapes or 
exposed tubes to 
catch dust or paint. 


NATIONAL 
MAGAZINES 


I «———— BALANCE 100% 


EASY TO INSTALL 


. just drive in two 
fasteners . . . screw in one 
screw, 


10 SIZES FIT 95% 
of all new and old win- 
dows , . . completely in- 
terchangeable. 


quirements. 


ADVERTISED TO 
134,445,040 
READERSHIP IN 


concealed in the sash... 


GRAND WX 
O, yy D 
Oa 


dl GRAND RAPIDS 
SASH PULLEYS 


No. 103 face plate, cone bearing 
type, and Nos. 175, 109, 110 saw- 
tooth drive type sash pulleys 
cover 95% of all sash pulley re- 


Most people want windows 

that open smoothly, quietly 
and with minimum effort. The en- 
closed mechanism of Invizible 
Sash Balances provide this kind 
of window operation at its very 
best. 


Most people want full view 
windows including multiple 
and corner installations with 
modern narrow trim. "'Invizibles" 
are the most practical balances 
for double-hung windows of 


every type." 


NA d 


no tapes . . . no cables. 


Vv YU a í 
JV SASH BALANCE 


SIL OUR 
CATALOG IN 


SWEET'S 


WRITE 


for illustrated 
specifications 
and instructions. 


GRAND RAPIDS HARDWARE COMPANY 


GRAND RAPIDS 2, MICHIGAN 
Quality leaders in Sash Hardware for over 50 Years 


nfr 


Infra Insulation Is 
Never A Wet Blanket 


Excludes Unwanted Heat, Cold 
or Vapor—Never Retains Them 


Lim Accordion 
Aluminum Insulation neither absorbs, retains, 
nor is harmed by moisture. Fireproof, it will 
not swell or warp, is effective at any temper- 
ature. One carton, 2% cubic feet of Infra, pro- 
vides 1000 square feet of insulation. Infra is 
easy to unpack and install. 


Read the following quotation from a 
paper by a renowned authority on Insula- 
tion, Prof. G. B. Wilkes of the Massa- 
chusetts Institute of Technology: 


“Due to its light weight, the heat storage 
capacity is very low and consequently, a 
wall or roof, insulated with aluminum foil 
will tend to reach thermal equilibrium with 
the surroundings quicker than one insu- 
lated with the heavier types of insulation. 
Under summer conditions, with a falling 
temperature at night after a hot day the 
roofs and ceilings of a home insulated with 
foil will tend to cool more rapidly than if 
they were insulated with heavy materials. 


“The reverse is also true, a foil insulated 


structure will tend to heat quicker than one 
insulated with ordinary insulation.” 


Thermal Factors Stamped on Every Infra Carton 


Infra C Factors and Rockwool Equivalents 
C.052 Heat Flow Down, equals 6” Rockwool. 
C.083 Heat Flow Up, equals 3.97” Rockwool. 
C.10 Lateral Heat, equals 3-1/3” Rockwool. 


WRITE FOR FREE 32-Page BOOKLET: 
“Simplified Physics of Thermal Insulation” 


Architects and engineers use it as a handbook, 

and colleges as a text, on heat transfer, conden- 

sation, vapor, mold, radiant heating, etc. Con- 

tains chart of k, C, R and U factors of all insu- 

lations, of all thicknesses, weights, densities. 
Address Dept. P.A. 


ACCORDION ALUMINUM AND 
TRIANGULAR REFLECTIVE AIR CELLS 


INSULATION, INC. 
10 Murray St., N. Y., N. Y. 
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TERRAZZO in action 


PERMANENTLY HOSPITALIZED, 
THIS FLOOR OF 


IS NEVER SICK! 


Hospitals don’t have to baby their Terrazzo 
floors. Installed for permanence, punishment 
and performance, a Terrazzo floor improves 
with age and thrives on use. 


Available for floors, stairs, wainscots and 
walls, Terrazzo’s versatility extends to pri- 
vate homes as well as busy institutions. 
Wherever “lifetime” floors are needed, easy- 
to-keep-clean TERRAZZO is not only just 
what the doctor ordered, it's what the archi- 
tect requires for inviting beauty—and what 
the building superintendent welcomes for 
minimum upkeep. 


If you're building or remodeling, investigate 
Terrazzo. Its low first cost recommends it— 
longevity confirms its value—and minimum 
maintenance cost clinches the argument. 


For Free AIA Kit—a com- 
plete reference work about 
TERRAZZO, the once-in- 
a-lifetime floor — write 


THE NATIONAL TERRAZZO AND 


MOSAIC ASSOCIATION, INC. 


1420 New York Avenue, N. W., Dept. H, Washington 5, D. C. 
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YOUNG BUILDS HEATING EQUIPMENT 


FOR ALL INDUSTRIAL APPLICATIONS 


For private and general offices, i.e. Office of 
CONVECTORS T L Fawick, President, Fawick Airflex Co., Inc. 
Cleveland, Ohio, (left), Young Convectors main- 


tain uniformity of temperature so desirable for 
FOR THE OFFICE maximum comfort and human efficienc 


This view of the Fawick Airflex plant shows 
UNIT HEATERS typical installations of Young Unit Heaters. 
"'Vertiflow'' Units (center) deliver heat from 


above craneway. Horizontal Units heat areas 
FOR THE PLANT with low ceilings. 


€ Young Heating Equipment is the solution to 
the space heating problems of today's large, 
modern offices and multi-windowed, expansive 
plant interiors. Young Convectors and Unit Heat- 
ers furnish an abundance of healthful heat where 
it's needed. For example: Young Convectors pro- 
vide a steady flow of clean, warm air . . . circulated 
by convection, augmented by radiation . . . with 
quick response to modern thermostatic controls. 
Likewise, Young Unit Heaters, last word in design, 
tested in service, deliver large quantities of heat 
for any industrial application. Write for free cata- 
logs on the complete Young line of heating, cooling 
and air conditioning equipment and name of 
nearest engineering representative. 


YOUNG 


HEAT TRANSFER 
PRODUCTS 


€ 


T. M. REG. U. S. PAT. OFF. 


YOUNG RADIATOR CO. 


Dept. 578-L, Racine, Wis., U.S.A. 
Sales & Eng. Offices in All Principal Cities 


HEATING, COOLING AND 
AIR CONDITIONING PRODUCTS 
Convectors * Unit heaters * Heating 
coils * Cooling coils * Evaporators 
* Air conditioning units * 


AUTOMOTIVE AND INDUSTRIAL 
PRODUCTS 
Gas, gasoline, Diesel engine cooling 
radiators * Jacket water coolers * Heat 
exchangers * Intercoolers * Condensers 
* Evaporative coolers * Oi! coolers * 
Gas coolers * Atmospheric cooling and 
condensing units * Supercharger inter- 
coolers * Aircraft heat transfer equipment 


There's strength and to spare in a NORTON Door 
Closer for controlling stout doors in whipping 
winds and sudden drafts. Yet NORTON closes a 
door gently as a dove, firmly but with finesse. 
That’s because NORTON is built to do a heavy 
job easily. And that's why, for entrance or inside 
installations, with a NORTON it's easy up and 
trouble free for a long life of service. 


et 


DOOR CLOSER CO. 


Division of The Yale & Towne Mig. Co. 
2900 N. WESTERN AVE. CHICAGO 18, ILL. 


EVIDENCE of the 


_ Pergect Paper 


» 


LEARPRINT 


Reg. U. S. Pat. Off. 


TRACING PAPER 


Superior Rag Stock is the Basis of 
America's Strongest Technical Paper 


Lasting quality, unchanging transparency, unrivaled 
strength make Clearprint Paper the choice of leading 
architects and engineers. Scientifically developed 
through years of research and experience, this proven 
technical paper assures you of finest results. 

Save yourself time, effort and money. Specify Clear- 
print in rolls, pads, or in sheets with title and border. 


* No. 1000 *'Clearprint" 
. + . light tracing paper 


* No. 1000H "'Clearprint" 
medium tracing paper 


4 » $ © 


* No. 1020 "'Clearprint" 
+ « «+ « « heavy tracing paper 


* No. 1025 "''Papercloth'" 
technical paper of cloth durability 


* No. 141 “Pioneer” 
architectural tracing paper 


Ask For a Sample From Your Dealer or Write to 


LEARPRINT PAPER CO. 


15 FIRST STREET* SAN FRANCISCO 5, CALIFORNIA 
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Available Now! 


Roof Trusses! 


ONE 


FLASHING 


3- Way Bond 


16 0Z. COPPER 
CHENEY 


FLASHING 
REGLET 


16 02. COPPER 


HENEY FLASHING is again 

being made by the orig- 
inal inventor who pioneered 
the art of thru-wall flashing 
eighteen years ago. 

No thru-wall flashing can 
operate successfully unless it 
has the two very important 
features that are found in 
CHENEY FLASHING — proven 
weep-hole drainage and the 
three-way bond, vertical as 
well as longitudinal and 
lateral. 

Remember, the inferior two- 
way flashings. crimped cop- 
per and membranes, have 
neither the vertical bond nor 
do they drain moisture frotn 
the wall fast enough. Further- 
more, their first cost advan- 
tage has disappeared be- 


cause today Cheney Flashing 


AMERICAN Roof Truss Co. WRITE FOR is no longer c specialty—it's 


William and Raymond Waddington DESCRIPTIVE FOLDER P a standard commodity 


6856 Stony Istanp AvE., Cuicaco 49, ILL. e Plaza 2-1772 CHENEY FLASHING CO. Trenton, N. J. 


WEEK 


DELIVERY 


AMERICAN Bowstrings, AMERICAN Crescents, 
AMERICAN Scissors, etc. 


Phone or Write 


— Established 1922 — 


Plywood fortified with 


impreg 


PLASTIC SURFACING 


Ideal for concrete forms. 


j : Excellent for many general 
Elliotts Lin-0-Blu PAPER industrial and residential 


building uses. 


Lin-O-Blu The Direct Printing Paper, ammonia 
Gave pad. Reproductions are clear and un- 
changing, quick, too, and inexpensive. Use : 

Lin-O-Blu paper for every job for sharp lines and Write for free booklet and names of 
uniform tone. plywood manufacturers who can supply 


Thin, Medium and Heavy. Kimpreg surfaced plywood. 
Write Dept. O-2 for samples. 


ELLIOTT CO. eina rmi nre 


MANUFACTURERS OF REPRODUCTION PAPERS 
PITTSBURGH — DETROIT — CLEVELAND 
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470 Alabama sS 
San Francisco, Caiit. 


Hillyard's Floor Seals, Finishes and 
Treatments properly protect and pro- 
long the life of all types of floors. 
Floors stay cleaner, look better and 
last longer. Many leading flooring 
manufacturers and contractors ap- 
prove Hillyard Products because 
they have given and are giving entire 
satisfaction in uniformity, depend- 
ability and economy. Write for lit- 
erature on Hillyard products for 
every type surface. 


Li 
FINISHING AND TREATMENTS 


i = * 
y f oed Personel perci NA 


ALIA Specifications 


WOOD FLOORS LINOLEUM, LINOYILE 
SYM NASIUM Rupeer TLE. 
TERPALLO ,.. TILE, QUARRY THE 


OLD TERRALEO. CERAMIC FAIERCE 
CEMENT FLOORS AnD VITREOUS TILE 
men BOWLING BLLEYS, 


See 

Hillyard Send for 
Specifica- Specifica- 
Hons in tion Cards. 
weets 1948 FREE for 
See 15 the asking. 


DISTRIBUTORS HILLYARD CHEMICAL CO. ST. JOSEPH, MO. BRANCHES IN PRINCIPAL CITIES ILIA 


Ve ENTLY PUBLISHED 
, 


"How to Decorate 


Classrooms 


IN THE 


à Harmon Technique" 


Including 10 sample room combinations 
printed in 16 scientific colors. 


Now you can paint schoolroom interiors as recom- 
mended by Dr. D. B. Harmon. :Follow this booklet's direc- 
tions in each of five steps. A chart indicates approved color 
combinations from which you make your selec- 
tions. Complete formulas are given for mixing 
the paint colors and applying Luminall Paint. 
Send today for your Free copy. Additional 
copies 25c each. 


School Department, Luminall Paints 
Chicago 9, Illinois 


LUMINALL ;:; 


the light-reflective 
paint for interiors 


Write today for the CHROMTRIM metal mouldings catalog 


R. D. WERNER CO., Inc., 295 Fifth Ave., N. Y. 16 
In Canada: R. D. WERNER COMPANY, LTD., Port Dalhousie, Ontario 
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FLEXIBILITY 


FOR BETTER ERASING 


WELDON 
ROBERTS 
-ERASER 
No. 310 CORALINE 


Made of resilient, live, pink rubber. The 
smooth texture assures quick erasing results 
without danger of abrading the paper surfaces. 


Two sizes: No. 310 Standard; No. 315 Large. 


Ask for it at your stationers. 


WELDON ROBERTS RUBBER CO. - NEWARK 7, N. J, 


Waldon Robol GSnanoun 
Correct Mistakes in Any Language 


HOLLOW 


As specialists in the fabrication 
steel and stainless steel, we offer our services wherever 


hollow metal doors, interior trim, elevator enclosures, 
cold rolled mouldings and metal specialties are required. 


JAMESTOWN METAL 


ARCHITECTURAL ENGINEERING 


A Practical Course (HOME STUDY) by Mail Only 
Prepares Architects and Draftsmen 
for structural portion of 


STATE BOARD EXAMINATIONS 


For many this is the most difficult section of the examinations. 
Qualifies for designing structures in wood, concrete or steel. 
Successfully conducted for the past fourteen years. Our complete 
Structural Engineering course well known for thirty-eight years. 


Literature without obligation—write TODAY 


WILSON ENGINEERING CORPORATION 


College House Offices Harvard Square 
CAMBRIDGE, MASSACHUSETTS, U. S. A. 


METAL 


5 ACRES OF ONE-FLOOR FACTORY 


designed for straight line, efficient production 


CORPORATION 


104 Blackstone Avenue Jamestown, N. y. 


SPRING BACK BINDERS 


For 


PROGRESSIVE 
ARCHITECTURE 


(Formerly Pencil Points) 
TWO INCH CAPACITY $2.50 
REINHOLD PUBLISHING CORP. 


330 W. 42nd ST. New York 18, N. Y. 
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.. THERMAL 
INSULATION 
of BUILDINGS 


by PAUL DUNHAM CLOSE 


Formerly Technical Secretary, American Society of Heat- 
ing and Ventilating Engineers, New York, and Insulation 
Board Institute, Chicago. 

This book provides information and data on 
the various economic and comfort advantages 
of thermal insulating materials, a description 
of the various types of insulation used in 
dwellings and many other buildings, and an 

explanation of how they are applied. 

While the book is not intended to be an ex- 
haustive treatise on the thermal insulation of 
buildings, it is a technically competent but at 
the same time readily understandable discus- 
sion of the subject, well suited to use by archi- 
tects, engineers, builders, insulation salesmen, 
students and home owners. 

You will want this new book on your shelf for 
ready reference. It is spiral bound so that it 
will lie flat thus making it easier to use its 
charts, graphs, and other descriptive matter. 


Price $2.00 


REINHOLD PUBLISHING CORP. 
330 W. 42nd STREET NEW YORK 18, N. Y. 


e FUEL SAVING UP 
e OVERHEATING DOWN 


TOU VvARI-VAC DIFFERENTIAL 
DUNHAM” 


HEATING JOB-SCALED FOR 
EVERY INSTALLATION 
It is now possible for you to provide your clients with a heat- 
ing system with a continuous flow of steam accurately con- 
trolled under all exterior weather conditions and interior 
room conditions. Architects everywhere agree that the on-off 
method of controlling heat is passé, and that it is no longer 
necessary to use a heating system that blasts people out of a 
building in mild weather. : 
Job Scaling of the famous Dunham Differential system now 
provides the advantages of sub-atmospheric steam which can 
be circulated at temperatures as low as 133°—on all types and 
sizes of jobs! Dunham offers you a complete heating system 
tailor-made to meet your clients' requirements—one that will 
be more economical to operate and will provide unsurpassed 
comfort. Send for Bulletin 509. 


C. A. DUNHAM COMPANY 
400 West Madison St. + Chicago 6, Illinois 


HEATING MEANS BETTER HEATING 


E E, 


TERRA COTTA 


When the Merchandise Mart at Chi- 


cago, often referred to as the largest 
building in the world, was designed by 
Graham, Anderson, Probst & White, 
the adopted scheme for facing materials, 
generally, was stone for the plain or 
ashlar surfaces and architectural terra 
cotta for extensive ornament; for essen- 
tial enrichment. Northwestern Terra 
Cotta was widely used for these deco- 
rative motifs which consisted of span- 
drels, band courses, a number of striking 
Indian heads in upper stories and other 
ornamental features including a series 
of ceramic gold medallions which adorn 
the facade and reflect their brilliancy in 
the golden sunlight. ... The repetition 
of fine ornament in terra cotta distrib- 
utes the original modeling costs frac- 
tionally over many pieces and links high 
quality with true economy. 


Northwestern Terra Cotta 


Corporati 


1750 Wrightwood Ave., Chicago 14, Ill. 
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STATEMENT OF THE OWNERSHIP, MANAGEMENT, CIRCULATION, 
ETC., REQUIRED BY THE ACT OF CONGRESS OF AUGUST 24, 1912, 
AS AMENDED BY THE ACTS OF MARCH 3, 1933 AND JULY 2, 1946 


Of Procressive ARCHITECTURE, published monthly at New York, N. Y., for 
October 1, 1948. 

State of New York } ss. 
County of New York J 


Before me, a Notary Public, in and for the State and County aforesaid, 
personally appeared John G. Belcher, who, having been duly sworn according 
to law, deposes and says that he is the Publishing Director of the Corporation 
publishing Procresstve ARCHITECTURE and that the following is, to the best 
of his knowledge and belief, a true statement of the ownership, management, 
of the aforesaid publication for the date shown in the above caption, required 
by the Act of August 24, 1912, as amended by the Act of March 3, 1933 and 
July 2, 1946, embodied in section 537, Postal Laws and Regulations, to wit: 

1. That the names and addresses of the publisher, editor, managing editor, 
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Publishing Director, Jo 

2. That the owner i 
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PROGRESSIVE 
ARCHITECTURE 
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HOMES 


SMALL .. MEDIUM . . LARGE 


NEW ENGLAND 
MIDWEST 
NORTHWEST 
SOUTHWEST 
SOUTH 

PACIFIC COAST 
MIDDLE ATLANTIC 


A NEW BOOK 
BY REINHOLD 


ARCHITECTS: WURSTER, BERNARDI & EMMONS 
PHOTOGRAPHER: ROGER STURTEVANT 


T he editors of PROGRESSIVE ARCHITECTURE got to thinking about the need 
for a book on houses for architects to show to their clients. They write and 
edit each month for a professional audience; perhaps, for once, they should do 
a job which would appeal to—and, if possible, influence—the great consuming, 
home-building public. Maybe, they thought, they should do a book. 

Here's the book. Working through many a spring and summer evening and 
top of the morning, they've come up with a collection of HOMES selected for 
their livability, their friendliness, and intimacy, their invitation to informal attrac- 
tive living. They've done this for only one reason—to give you a useful book that 
will help you interest your clients in good residential architecture; to promote 
design progress yet further; to show in page after page what all of us know 
anyway—that today's architecture can be charming and beautiful and livable. 

The book is cloth-bound with a cover designed by Stamo Papadaki. There are 
287 handsome architectural photographs and 116 plan drawings by Elmer Bennett. 
All regions are represented, and many, many architects. There is just enough text 
to explain—in easily understood terms—what the trends are in home design, and 
why these houses are good, in planning, use of materials, and in many details of 
design and construction. Price $5.00 


REINHOLD PUBLISHING CORPORATION 
Dept. M-108, 330 West 42nd St., New York 18, N. Y. 


Enclosed find $........................ FOE aucouossansex .. copies of HOMES. (Add 2% sales tax to your remittance for 
orders delivered in New York City.) 


: E, Directory of Products, Materials & Equipment 


AMERICAN 
APPROVED 
POOL EQUIPMENT E 
Performance & Beauty 


‘els in 


One-Meter Diving Units * Water Slides 
e 3-Meter Diving Units * Life Lines « 
Official Diving Boards * Pool Ladders * 
Life Guard Chairs * Cocoa Matting * 
Heavy Duty Spring Boards * Life Buoys 
* Foot Baths * Park Settees * Dressing 
Room Equipment * Playground Equipment 


Sead for Literature 
AMERICAN 


PLAYGROUND DEVICE CO. 
ANDERSON, INDIANA 


World’s Largest Maker of Playground, 
Swimming Pool & Home Play Equipment 


CONNOR 
Forest Products Since 1872 


"LAYTITE" 


MAPLE and BIRCH FLOORING 


The World's Finest 
—Bar None 


MFMA Specifications 
e 


Write for illustrated 75th Anniversary 
Booklet 


CONNOR LUMBER AND 
LAND COMPANY 


P.O. BOX 112-0, MARSHFIELD, WIS. 
PHONE NO. 3 


ADVERTISING RATES 
FOR DIRECTORY SECTION 


12 TIMES, $50 PER INSERTION 
6 TO 11 TIMES, $75 PER INSERTION 
1 TO 5 TIMES, $90 PER INSERTION 


Standard size units are 24%” 


x 3". Send copy and cuts to: 


PROGRESSIVE ARCHITECTURE 
REINHOLD PUBLISHING CORP. 


330 W. 42nd St., New York 18 


Product Report... . November, 1948 
ACOUSTICAL SURFACING 


A. S. Bennett & Associates, a New York re- 
search organization, has just completed a 
nationwide study to learn how building products 
get into buildings. In this and subsequent is- 
sues, we will discuss the study, giving details 
and comments about the 24 classes of products 
which were investigated. By observing the ways 
in which representative firms specify products, 
you will have a better idea of how nearly your 
own operations are geared to those of your 
contemporaries in the architectural profession. 


ACOUSTICAL SURFACING 


Because the sample was small, no defi- 
nite conclusions can be drawn on the 
degree of preference shown by archi- 
tectural organizations for acoustical 
materials of construction or structural 
characteristics. Suffice to say that, from 
the actual figures, when it came to se- 
lecting an acoustical material, fibre 
installations outnumbered plaster and 
metal almost two-to-one. When it came 
to the structural characteristics, how- 
ever, the split between pierced and solid 
installations did not seem too large— 
pierced outnumbering solid by about 
three-to-two. 


The actual specification of acoustical 
surfacing was done only after careful 
thought and planning by the architec- 
tural organizations involved. Of pri- 
mary interest, naturally, was the range 
of acoustical performance possible 
with the various types of materials 
available. If we disregard the first and 
second place votes cast for various 
factors which affected the choice of 
materials, and instead go by total votes 
cast, the picture looks like this: 1st... 
range of acoustical performance; 2nd 

. color and texture (very few ist or 
2nd place votes, large total vote); 3rd 
. . . fire resistance and ease of mainte- 
nance (tie); 4th . . . initial cost and 
light reflectivity (tie). 


When it came to actual brand specifi- 
cation, however, the picture changed. 
2nd and 3rd place factors remained the 
same, but 1st and 4th were reversed. 
This time initial cost was the deciding 
factor, with acoustical performance a 
weak fourth. If we can draw conclu- 
sions from these results, it appears to 
be pretty much of a toss-up in the minds 
of specifiers as to brand selection, and 
thus eost comes up as the deciding 
factor. But it is important to notice 
that the type of surfacing is selected 
first, and thus brand choices are nar- 
rowed down to such an extent that a 
specifier is given few manufacturers 
from which to choose. For instance, if 


(Continued on next page) 


IRU-SIZEDA, 


Amazing Doors 
Slash Installation Time 


-And Costs! 


Require NO Sawing « NO Planing 
NO Fitting « NO Priming on the Job! 


r Wheeler Osgood <. 


Plants and General Offices: 1216 St. Paul Ave., 
Tacoma 1, Washington * Broadway 9321 


CONCRETE 


-ÜR MS 


Walls - Cylinders 
Floors : Sewers 


Irvington 
FORM & TANK CORP. 
Irvington, 57 

N.Y. 


Naval Reserve Training Center, Sheboygan, Wis. 


c0 Sash 
wr Hardware 


Stocked by Builder's Hardware Dealers 
Everywhere 
e REVERSIBLE ACTION permits two- 
side window cleaning from the 
inside of the room 
@ ECONOMICAL due to the simple 
mill detail required at lowest 
installation labor cost 
e ADAPTABLE to all sizes and styles 
oí casements, awning-type windows 
or transoms 
See our catalog in Sweet's or write for 
full-size details from 


VINCENT WHITNEY CO. 


130 Tenth Street San Francisco, Calif. 
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it has already been decided to use a 
pierced fibre acoustical surfacing, the 
field is narrowed to those manufac- 
turers supplying such a product. 
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Incidentally, most architectural organi- 
zations decide on the type of acoustical 
installation before final working draw- 
ings are begun—and by the time it 


comes to detail drawings, minds 
made up. Brand decisions are mac 
little later, availability often bein; 
deciding factor. 
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Let's take cost first, since it'S an ever-present 
problem to most of your clients. 

The low cost of Fencraft* Steel Windows 
results from standardization. Our use of standard 
casement sections permits manufacturing econ- 
omy without sacrificing variety in window types 
and sizes. In turn, installation costs are less... 
because Fencraft Window dimensions are co- 
ordinated with those of collateral wall materials. 

What about window design? The strong steel 
sections permit extra glass area for abundant 
daylight. Geared Roto-Adjusters make swing 
leaves and ventilators easy to operate. Here's 
beauty—in graceful lines and fine hardware. 
Durability—in good steel and carefully fitted 
parts. Utility—in easy screening, safer washing, 
firesafety, better daylighting and controlled 
ventilation. Fencraft Casement, Projected and 
Combination Windows are the product of 


A Few Typical 
^Fencraft^ Buildings 


Hospital 
Annie M. Warner Hospital, Gettysburg, Pa. 


School 
Katy High School, Katy, Texas 


Laboratory 
Sloan Kettering Institute, Memorial Cancer 
Center, New York City 


Warehouse & Office 
Sullivan, Long & Hagerty Co., Bessemer, Ala. 


Factory & Office 
L. C. Smith & Corona, Syracuse, N. Y. 


EA————À 


FENCRAFT INTERMEDIATE STEEL WINDOWS 


Z 


"A VENCMFT gives qot 


d Finer Fenestration... at Lower Cost 


America’s oldest and largest steel window 
manufacturer. 

Result? Excellent fenestration at a cost that 
helps you stretch today’s building dollar. For 
full information on the many types and sizes 
available, see Sweet’s Architectural File for 1948 
(Section 16a-14). Or mail the coupon. «Trademark 

Maiatico Office Building, 
Washington, D. C., equipped 


with 1208 Fencraft Combi- 
nation Windows. 


Architect: Warwick & Stevens 


Contractor: Jerry Maiatico 


mes 
123 


Detroit Stee 

Dept. PA-11 
253 East Grand BI 
etroit 11, Michisan 
Please send 

Fencraft family 


1 Products Company 
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I WANT TO CALL YOUR ATTENTION TO 
THE NEW REGULAR COLUMN ON LEGAL 
QUESTIONS which begins in this issue. 
We consider ourselves and our readers 
very fortunate in having Bernard Tom- 
son as a regular contributor. His knowl- 
edge and experience, his interest in 
the design professions, and his good 
common sense make his commentaries 
well worth reading—and keeping. 


A REQUEST FROM A MUSEUM FOR PER- 
MISSION TO USE MATERIAL THAT AP- 
PEARED IN AN EARLY ISSUE of Pencil 
Points recently sent me chasing through 
some back numbers in our library. I 
found myself turning page after page, 
fascinated by both differences and simi- 
larities in the practice of the profes- 
sion then and now. For the sake of 
those who haven’t kept bound volumes 
through the years, and for the younger 
readers, suppose I pick out a few high- 
lights from selected points in the past. 


25 YEARS AGO 


The November 1923 Pencil Points de- 
voted 22 of its pages to full-page 
reproductions of formal renderings. 
Included in these plates were Portion 
of Competition Design for New York 
Public Library by Carrere & Hastings; 
Portion of Competition Design for 
State Library, Sacramento, California 
by Francis S. Swales; Landscape Fan- 
tasy in Pencil by Theodore T. De Post- 
els. The lead article was The Embryonic 
Sketch (“esquisses as they are some- 
times called”) by Henry Oothout Milli- 
ken. 


Results of a competition for “The Best 
Design of a House to Cost Not More 
Than $5,000,” held in Santa Barbara, 
California, were announced: first prize, 
Walter A. Moody; second prize, A. Mc- 
Sweeney; third prize, Leffler B. Miller. 


It was noted that Jones, Roessle & 
Olschner and Samuel G. Wiener had 
formed a partnership in Shreveport, 
Louisiana; that a new visiting student 
named Frederick J. Woodbridge, of 
Amherst and Columbia, had registered 
at the American Academy in Rome; 
and that Atelier Cairns in Memphis, 
Tennessee (Everett D. Woods, Mas- 
sier), had held a party. 


On the employment service page, a 
typical item read, “General architec- 
tural draftsman wishes position. Sixteen 
years’ experience. Salary $65 a week.” 
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20 YEARS AGO 


In November, 1928, the leading article 
was on “Draftsmanship and Architec- 
ture, as Exemplified by the Work of 
Paul P. Cret.” There followed a piece 
on “the new manner” in theater design, 
which “consists in creating the impres- 
sion that the audience is seated in a 
great amphitheater that is open to the 
sky and surrounded by a romantic set- 
ting . . . usually Italian, Spanish, or 
Moorish." The various professional or- 
ganizations were apparently much con- 
cerned with athleties. It was reported 
that the New York Architectural Club 
baseball league winners (office of Wal- 
ter C. Martin) had defeated the Phila- 
delphia title holders (office of Ritter 
& Shay) 7 to 4; that the Inky Racers 
had won the St. Louis Architectural 
Bowling tournament, and the office of 
Donaldson & Meier, the one in Detroit; 
that George Kayser of James Gamble 
Rogers' office had won the Architectural 
Tennis Tournament in New York; and 
that Warren & Wetmore's office had 
held an outing, at which a prominent 
figure was “Math” Arnaud. 


The magazine, its contributors, and its 
advertisers were interested in the new 
design movement, although little of it 
was illustrated beyond the restrained 
classicism of Paul Cret. Harvey Wiley 
Corbett was quoted as saying that, “The 
trend will be more and more away from 
petty decorative details, and toward 
the skillful distribution of masses and 
the use of color." H. A. Kennison (then 
of Downers Grove, Illinois, now of Fort 
Wayne, Indiana) contributed a poem 
which began: 


This Modern Style is best achieved 
When in majestic grace conceived; 
Details with due thought foreseen, 
A gigantic mass, withal serene. 


I’m glad Kennison kept on with archi- 
tecture instead of poetry. 


The new book by Paul T. Frankl—N ew 
Dimensions, with an introduction by 
Frank Lloyd Wright—was reviewed 
with caution: “The so-called Modern 
Style is here to stay, say its adherents 

The designs shown are not all 
to be considered beautiful, but they are 
all interesting." An ad for store-front 
materials featured a *New Art" design, 
by a *Modernistie architect." 


15 YEARS AGO 


In November, 1933, the profession of 
architecture was debating the question 
of unionism, and several pages of Pencil 
Points were given over to a discussion 
of the merits of several existing or- 
ganizations that were competing for the 
draftsman's attention. H. Van Buren 
Magonigle contributed a piece on “A 
Half Century of Architecture,” full of 
wonderful stories about Charles Cool- 
idge Haight. (“Like everyone else he 
cribbed freely and when the original 
source of one of his designs was dis- 
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covered the men would say, ‘Too bad! 
The old man has been anticipated 
again! ") 


Hubert Ripley's recipe for fish chowder 
(“Since fish is not only an economy 
these hard times, but. also has a reputa- 
tion as a brain food, we suggest the 
slogan for architects, ‘Eat more fish 
and improve the scale of your archi- 
tecture.’ ") was followed by an article 
on Wrought Metalwork. The Compara- 
tive Details (predecessor to the current 
Selected Details) dealt with Exterior 
Steps “Prepared for Pencil Points by 
the Architects! Emergency Unemploy- 
ment Committee." 


In the Personals column, a number of 
architectural students, including Morris 
Lapidus, asked for manufacturers' lit- 
erature. The employment columns listed 
many Positions Wanted, but no Men 
Wanted. 


I ATTENDED AN INTERESTING DISCUSSION 
ON THE PROBLEM OF REDUCING COSTS 
OF CONSTRUCTION at the convention of 
the American Hospital Association in 
Atlantie City recently. After the sub- 
ject had been covered by various speak- 
ers, with no conclusions reached of 
course, a health commissioner from one 
of the important states got up and com- 
plained about “trends” in hospital de- 
sign. “We thought we were going to 
save some money,” he said, “when this 
new theory of early ambulation came 
in. Patients occupy beds for shorter 
periods; therefore, more patients in the 
same number of beds. But now there's 
talk of ‘recovery suites." He hesitated, 
sighed and went on, “Damn; I suppose 
those beds are going to cost as much 
as any other kind!” 


Isadore Rosenfield gave some statistics 
on the difference in cost between ward 
beds and private-room beds—less than 
half as much, in some instances he cited. 
Bob Cutler of Skidmore, Owings & Mer- 
rill’s office cited possible savings in 
construction methods and materials. 


A GOOD GROUP OF ARCHITECTS AT- 
TENDED THE A.H.A. CONVENTION, al- 
though some of the familiar faces were 
missing. I was sorry to hear that Al 
Aydelott, of Memphis, had been seri- 
ously ill. Al works too hard. Among 
other things, he’s helping to arrange 
a Southern States conference on hospi- 
tal planning for next spring, at which 1 
understand Frank Lloyd Wright will 
speak. Your editor is assisting in the 
preparation of a small hospital com- 
petition in connection with that meeting. 
Ed Stone, who with Rosenfield is doing 
a handsome new hospital for Great 
Neck, near New York, will boss the 
jurors. I hear that Biloxi, Mississippi, 
where the affair will be held, is pretty 


nice in the spring. 


